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Recold Buys 
Assets of 
Utility Fan 


To Move Facilities 
To Recold L. A. Plant 


LOS ANGELES — Recold 
Corp., manufacturer of com- 
mercial and industrial refrig- 
eration and air conditioning, 
has purchased the entire assets 
of Utility Fan Corp., Los An- 
geles, according to H. T. Jarvis, 
Recold president. 

Utility Fan will be operated 
as a wholly-owned subsidiary 
under the direction of Marcus 
W. McGuire, present manager 
of the fan division. 

The new corporate officers of 
Utility Fan are Jarvis, presi- 
dent; McGuire, vice president; 
and James Diver, secretary- 
treasurer. The management 
staff of the fan division will re- 
main unchanged. 

All of Utility Fan’s manufac- 
turing facilities, inventory, and 
work in process are being 
moved into Recold’s Los An- 
geles plant. “The move will be 
completed with minimum inter- 

(Continued on Page 4, Col. 5) 


Rybolt Heater Buys 


Niagara Furnace Div. 


ASHLAND, Ohio—Two of 
oldest organizations in the 
warm air heating field joined 
forces recently when The 
Rybolt Heater Co. here pur- 
chased the Niagara Furnace 
Div. of Forest City Foundries 
Co., Cleveland, the former firm 
announced. 

Rybolt began making heating 
equipment in 1902, Forest City 
Foundries in 1890, it was noted. 

All operations of Niagara 
Furnace will be headquartered 
at Ashland and will be known 
as the Niagara Div. of The 
Rybolt Heater Co. According to 

(Continued on Page 4, Col. 5) 
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AsHRAE Readies 
St. Lovis Program 


ST. LOUIS—The semiannual 
meeting of the American So- 
ciety of Heating, Refrigerating 
& Air-Conditioning Engineers 
(ASHRAE) will be held Jan. 
29-Feb. 1 at the Chase-Park 
Plaza hotel here. 

The program for the meeting 
will feature four technical ses- 
sions on refrigeration, air filters, 
heating, and heat transfer, plus 
seven symposiums and _ six 
forums. 

Among the 16 papers to be 
presented at the technical ses- 
sions will be those on: 

The operating economy of air- 
cooled refrigerant condensing; 
cross-flow cooling tower analy- 
sis and design; operating prin- 
ciples of non-ionizing electro- 
static air filters, controlled 
atmospher apple storage; solar 
heat gains through plain, 
coated, and liminated flat win- 
dow glass; energy sources and 
requirements for residential 
heating; an instrument for the 
measurement of the humidity of 
air; and heat and mass transfer 
in dehumidifying surface coils. 

The symposiums will cover 

(Continued on Page 4, Col. 5) 


Ari To Spend Effort, Money on 


Improved Industry Performance 


By Phil B. Redeker 


HOT SPRINGS, Va. — Air- 
Conditioning & Refrigeration 
Institute will concentrate its 
efforts and a part of its budget 
in the coming year on programs 
aimed at promoting sales of in- 
dustry products, creating and 
administering standards of 
product performance designed 
to assure customers of quality 
and capacities, developing more 
and better training for techni- 
cal personnel at the field level, 
and in moving to broaden the 
scope of ARI as an association 
of manufacturers. 

Specific action is being taken 
on the “program for improved 
industry performance” as_ it 
might be called, in the areas 
mentioned. This would be: 

1. Extension of the Wilming- 
ton, Del. “Crowning Touch” 
project of promoting sales of 
residential or “complete home”’ 
comfort cooling of new homes 
by making it a prime builder 
sales tool. Success of the Wil- 
mington project will be pro- 
moted to public _ utilities 
throughout the country with 
the expectation that several 
will sponsor such projects in 
the areas served by their lines. 

2. Continued promotion of 
the Certification Program on 


Shriver Heads Frick 
National Sales 


WAYNESBORO, Pa. -—— Wil- 
liam F. Shriver has been ap- 
pointed manager-national sales 
of Frick Co., succeeding David 
Wood who died recently. 

In this position Shriver will 
be responsible for all domestic 
sales of air conditioning and re- 
frigeration products for the 
company. 

Shriver has been with Frick 
since 1947 in various sales and 
engineering assignments. His 
position prior to this appoint- 
ment was chief applications en- 
gineer. 


For Heart Attack Victim 


. 


Air Conditioning More Important Than Oxygen 


DETROIT—Studies of heart 
attack cases in New Orleans 
and Dallas have shown that air 
conditioning is more important 
than oxygen in the treatment 
of such patients. 

This was reported at the 
Henry Ford hospital interna- 
tional symposium on _ heart 
disease by Dr. George E. Burch 
of Tulane university. 

“Only in the very severe 
cases is oxygen as important as 
cool comfort,’”’ he asserted. 

Dr. Burch said the studies 


showed that hot, humid weather 
brings on a peak number of 
heart attacks. 

“As soon as these patients 
are removed from the _ hot, 
humid environment,” he stated, 
“they lose heat more easily. 
Their hearts have less work to 
do and rest better. 

“We should give oxygen if we 
use a canopy over the bed to 
maintain comfortable tempera- 
ture. This is necessary to main- 
tain a normal oxygen supply. 

“We have found, though, that 


if the oxygen is turned off with- 
out the patient’s knowledge, he 
doesn’t notice the difference. If 
the air conditioning is turned 
off, he feels it immediately.” 
According to Dr. Burch, 
studies at Tulane showed that 
shutting off the cooling in- 
creased the heart’s work 50%. 
Where hospitals are air con- 
ditioned, he said, the result is 
not uniform. Therefore, the 
heart patient should have a tent 
which covers the entire bed like 
a small air conditioned chamber. 


unitary air conditioner and fan 
coil units, and extension of the 
program to cover other indus- 
try products. Next likely can- 
didate for certification pro- 
gram: packaged chillers. 

3. A _ definite go-ahead in 
terms of both money and ef- 
fort has been pledged for the 


extension of the program of 
training of technicians and 
mechanics. This will follow 
along the lines of experimental 
programs which have been in 
operation in secondary and 
vocational schools in the public 
school systems. 

4. Creation of the “non-resi- 
(Continued on Back Page, Col. 1) 


U.S. Schedules 47 Million Sq Ft of 
Air Conditioned Office Space 


HOT SPRINGS, Va.— More 
than 52 million square feet of 
office space occupied by Federal 
government departments and 
agencies is now air conditioned, 
and another 47 million square 
feet have been scheduled for 
cooling, members of the Air- 
Conditioning & Refrigeration 
Institute were told at their 
meeting here. 

The figures, presented by 
Russell Gray, newly-elected 
president of ARI, are based on 
a compilation released by the 
Business & Defense Services 
Administration, Dept. of Com- 
merce. They represent office 
space occupied by civilian 
agencies, and some of the off- 
post headquarters structures of 
the military, such as The Penta- 
gon, but no buildings on mili- 
tary installations. 

Pointing up the size of the 


market represented by the 47 
million square feet earmarked 
for cooling as soon as appro- 
priations become available, 
Gray called attention to the 
fact that this area represented 
more than 1,000 acres. 

The 47 million square feet are 
scheduled for air conditioning 
under criteria established by 
the government for maintaining 
comfort and efficiency of Fed- 
eral workers. General Services 
Administration conducted a 
controlled test several years 
ago which revealed that gov- 
ernment workers doing identi- 
cal work under identical condi- 
tions were 9% more efficient in 
air conditioned environment 
than those working in non-air 
conditioned spaces. 

The presently air conditioned 
Federal office space, represent- 

(Continued on Page 4, Col. 1) 


Every Man An 
Electric Motor 


Some day you'll be replaced 
by a machine, believes Dr. Peter 
F. Salisbury, president of the 
American Society of Artificial 
Internal Organs. 

If, for example, you are ailing 
in a vital spot, you'll merely 
plug in an electric heart or liver. 


The principle of substituting 
a rubber heart, or an ersatz 
kidney (operating electrically) 
for tired natural organs is en- 
tirely feasible, Dr. Salisbury 
claims. 

Working models of _ such, 
which could remain permanently 
in the body, now are being 
tested. 


Dr. Salisbury points out that 
hundreds of human lives already 
have been saved by artificial 
heart-lung and kidney machine 
substitutes. 


Iuidg Doe 


By GEORGE F. TAUBENECK 
Learn to live and laugh — thus delay your epitaph 


So far these apparati are big, 
and the patient is connected to 
them exterially and only tem- 
porarily. 

Smaller, permanently installed 
artificial organs—operated by 
an electric battery—are in the 
cards. 

If electrically operated kid- 
neys prove practical, we foresee 
the day when these inside appli- 
ances may become saleable items 
for popular bars and cocktail 
lounges! 


Verse of the Week 


Ashes to ashes and dust to dust, 
If cigarettes don’t get you, 
fallout must. 


Workers, Inc. 


In a “blanket story” on air 
conditioning the Wall Street 
Journal accidentally designated 

(Continued on Page 8, Col. 1) 
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From 2,500 Prospects, RAccA Seeks 
To Sign 300 New Members by April 


CHICAGO—Warren W. Farr, 
chairman of the RACCA-Na- 
tional Membership Committee, 
reports that a concerted effort 
is being made to attract new 
members to the Refrigeration 
& Air Conditioning Contrac- 
tors Association (RACCA-Na- 
tional). 

Farr said that conservative- 
ly, there are 2,500 qualified 
contractors who would meet the 
RACCA-National membership 
requirements. “Our ultimate 
goal is the 2,500 prospects as 
members, however, realistically, 
our hope is that 300 new mem- 
bers will be added to RACCA- 
National’s membership roster 
by April 15, 1962,” Farr said. 

It was stressed that member- 
ship in RACUA-National is 


open to both union and non- 
union opererators. 

“Our prime purpose,” Farr 
said, “is to solve problems 
peculiar to our own industry 
which are not being solved 
through other organizations. 

“RACCA-National,” he con- 
tinued, “undertakes activities 
especially designed to assist its 
members in their business op- 
erations through well thought 
out and tested programs of 
service and educational activi- 
ties. These activities are de- 
signed to help the contractor 
better serve the public.” 

Additional information and 
membership application forms 
are available from: RACCA- 
National office, Suite 2265, 20 
N. Wacker Dr., Chicago. 


Air Conditioning, Heating & Refrigeration News, November 27, 1961 


Miami Distributor 
Acquires Air Guide, 
Grille Manufacturer 


MIAMI, Fla.—Pioneer Metals, 
Inc. here, distributor of build- 
ing products, has acquired Air 
Guide Corp., Miami research 
and engineering firm, according 
to James H. Keegan, Jr., presi- 
dent of Pioneer. 

Air Guide, which becomes a 
wholly-owned subsidiary of 
Pioneer, has developed and has 
begun production of its own 
patented aluminum and nylon 
grilles for central air condition- 
ing and heating systems. 

No cash was involved in the 
acquisition, which was made by 
a transfer of Pioneer stock. 
Terms of the transaction call 
for retention of Air Guide man- 
agement and Alan L. Radcliff 
will continue as president. 


Carrier To Assist 


Distributors 


With Local Advertising Campaigns 


SYRACUSE, N. Y. — Carrier 
Air Conditioning Co. will hold 
four regional advertising and 
sales promotion meetings with 
its distributors in December to 
assist them in organizing local 


campaigns and _ coordinating 
local efforts with its national 
program. 


Carrier advertising and sales 
promotion executives, assisted 
by representatives of N. W. 
Ayer & Son, will outline the 
1962 national program to dis- 
tributor principals and sales 
managers, their local advertis- 
ing agencies, and local Carrier 
field personnel. 

Meetings are scheduled for 
Chicago, Dec. 6; Las Vegas, 
Dec. 11; Atlanta, Dec. 13; and 
New York City, Dec. 15. 


la 


A principal objective of the 
meetings is to bring about a 
better working relationship be- 
tween distributors and local ad- 
vertising agencies. 

Information will be presented 
on how to select a competent 
agency, what functions a Car- 
rier distributor agency should 
perform, and the cooperation 
an agency has a right to ex- 
pect in performing them. 

Distributors will be urged to 
coordinate dealer advertising to 
present a more effective mes- 
sage in each area. They also 
will see a demonstration of good 
newspaper advertising, and will 
be instructed on how to use ma- 
terial supplied by the Carrier 
home office so more local time 
and money is spent securing 
space and other coverage than 


Brooklyn Landlord’s problem: He wanted to put a 
modern heating system into his renovated apart- 
ment house, but didn’t have a lot of money to do it. 
His solution: He installed Suburban Novent* and 


Dynavent® Gas Heaters. 
He got these results: 
tion costs ... because no complicated flue 
or chimney connections were needed. His 
tenants really warmed up to the low oper- 
ating cost of their Suburban Novent and 


Low, low installa- 


*T. M.-SUBURBAN APPLIANCE CO. 


— 


Suburban Novent-Dynavent Gas Heaters solve 
small space heating problems at lowest cost. 


Dynavent Gas heaters... and the extra bonus of 
comfort they got with set-it-and-forget-it, individ- 


ual temperature controls. 


How can you get the advantages of modern, trouble- 
free gas heat with low-cost Suburban 
Novent and Dynavent Gas heaters? Call 
your local Gas Company, or write Sub- 
urban Appliance Co., Morristown, N. J. 
American Gas , Association 


FOR HEATING 6 GAS IS GOOD BUSINESS! 


in creating material. 

Advertising mats, illustrative 
art, posters, billboards, and 
various dealer aids will be 
shown and their uses explained. 
A local trade show participa- 
tion guide, a new all-purpose 
display backdrop, special pro- 
motion displays, and displays 
for local exhibits will also be 
demonstrated. 

A manual on the planning of 
an advertising and promotion 
program, including such points 
as: (1) establishing objectives; 
(2) budgeting; (3) media se- 
lection; and (4) scheduling, will 
be distributed at each meeting. 

Carrier personnel who will 
conduct the meetings are: 
Theodore Skoglund, director of 
advertising and sales promo- 
tion; P. K. Ray, manager of ad- 
vertising; Kenneth Vaughn, 
manager of sales training and 
promotion; Frank O. Benjamin, 
assistant to the advertising 
manager; and Gordon S. Dinger, 
supervisor of trade shows and 
exhibits. 

Thomas Donahue will repre- 
sent N. W. Ayer. 


Peterson Named to 
Tenney Sales Post 


UNION, N. J.—Promotion of 
Hans P. Peterson to sales man- | 
ager of the Refrigeration, Heat- 
ing & Air Con- 
ditioning Prod- 
ucts Div. of 
Tenney’ Engi- | 
neering, Ine. \ 
here, has been -¢ 
announced by 
Sid Shapiro, 
vice president 
of the company 
who is in charge 
of the division. 
Shapiro said 
that among other duties, Peter- 
son, who is a veteran of more 
than 20 years in heat transfer 
equipment engineering and 
sales, would be responsible for 
merchandising a number of new 
Tenney product designs. These 
include a line of equipment for 
supermarkets being made avail- 
able through wholesalers. 
Peterson joined the division 
less than two years ago as sales 
engineer. His prior position was 
as chief engineer for air condi- 
tioners and other ground sup- 
port equipment. He holds a 
number of patents on refrig- 
eration and control devices. 


la 


H. P. Peterson 
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Senator To Keynote 
Coleman Conference 


WICHITA, Kan.—Sen. John 
J. Sparkman will keynote a na- 
tional marketing management 
conference of Coleman Co. dis- 
tributors Nov. 27-28 at the 
Royal Orleans hotel in New 
Orleans. 

Other speakers on the con- 
ference program are Carl Nor- 
cross, executive editor of House 
& Home magazine; James M. 
Martin, managing director of 
the National Warm Air Heating 
& Air Conditioning Assn.; and 
Dr. Murray Banks, psycholo- 
gist, author, and lecturer. 

A feature of the Nov. 28 
morning session will be a panel 
discussion of marketing prob- 
lems and opportunities. Panel- 
ists will be George Onthank, 
president of the G. W. Onthank 
Co., Des Moines, Iowa; Don Mc- 


BHC ‘Profit Booster’ Meeting 
Dec. 11 Is Pilot for ’62 Series 


NEW YORK CITY—A pilot 
“profit booster” meeting for 
hydronic contractors, scheduled 
for Dec. 11 in Salem, Mass., 
will launch the second phase of 
the National Better Heating- 
Cooling Council’s new contrac- 
tor program. 

The one-night session will 
serve as a test run for a series 
of similar one-night meetings 
slated for presentation through- 
out the nation in 1962. The 
meetings will be open to mem- 
ber and non-member contrac- 
tors alike. 

Developed by BHC’s Task 
Force Contractor, the meetings 
will review the latest technical, 
sales, and business management 
methods which have been de- 
vised to help contractors run a 
profitable hydronics business. 


The meetings also will spot- 
light some of the new basic 
“tools” that are available to 
help contractors apply these 
modern profit-boosting methods. 


According to BHC, many con- 
tractors are not fully aware of 
the size or value of the indus- 
try’s “vast storehouse of tools” 
that can aid contractors in their 
hydronics business. 


The meetings will consolidate 
information for contractors 
about these tools and point out 
where the tools or additional 
training in the use of the tools 
can be obtained. Thus the meet- 
ings will show contractors how 
they can most effectively ad- 
vance their know-how in selling, 
installing, and managing. 

Cooperating with BHC in the 
preparation of the _ subject 
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matter for the “profit booster 
meetings are the National Assn. 
of Plumbing Contractors and 
the Institute of Boiler & Radi- 
ator Manufacturers. 

BHC’s. over-all contractor 
program is under the direction 
of BHC’s Task Force Contrac- 
tor. Chairman of the task force 
is Leonard F. Kiley, a Salem, 
Mass. plumbing-heating con- 
tractor who is also chairman of 
NAPC’s Public Relations Com- 
mittee. 

First phase of the contractor 
program consisted of a survey, 
conducted this fall, in which 
thousands of contractors from 
coast to coast were asked to 
register their views on the hy- 
dronic industry’s advertising 
and sales promotion materials. 

Results of the survey, to be 
announced at BHC’s 6th annual 
meeting in December, will show 
how contractors use these ma- 
terials and will indicate how the 
materials can be improved, it 
was pointed out. 


Andrew Co., Detroit, 
Airtemp Distributor 


DAYTON — Chrysler Corp. 
has appointed the W. T. Andrew 
Co. of Detroit as a distributor 
for the packaged cooling and 
heating products manufactured 
by its Airtemp Div. 

F. J. Laughna, director of 
sales and distribution for Air- 
temp, said the _ distribution 
territory for W. T. Andrew 
would include 17 Michigan 
counties. The area covers the 
counties of Washtenaw and 
Wayne in the south, northward 
to Ogemaw and Iosco counties. 

The Andrew company has 
been in business for 28 years. 

In addition to the packaged 
air conditioning line, the 
Andrew company will also 
carry Chrysler’s Applied Ma- 
chinery & Systems products for 
large, central station air condi- 
tioning installations. 


Lauchlan, president of Arrow-¢ 
head Heating & Cooling, Chi- 
cago; and guest’ speakers 
Norcross and Martin. 


Ky. Utility Proposes 
Electricity Rate Cut 


LOUISVILLE, Ky.—A rate 
reduction to encourage residen- 
tial customers to use more elec- 
tricity, especially for heating 
and air conditioning, has been 
proposed by Kentucky Utilities 
Co., Lexington. 

The rate for electricity in ex- 
cess of 400 kilowatt hours a 
month would be 1% cents a 
kwh. The current structure is 
21, cents for each kwh in excess 
of 150 kwh a month. 

W. H. Skinner, vice president, 
estimated that the first year’s 
savings to customers would be 
about $350,000. 

If the rate reduction is ap- 
proved by the State Public 
Service Commission, it will be- 
come effective on bills received 
after Feb. 1, 1962. 

The utility serves more than 
22,000 residential customers in 
77 Kentucky counties outside 
the Louisville area. 


PLAN | 


ATTEND | EXHIBIT 


TH NATIONAL 
EXPOSITION 
AIR-CONDITIONING, 
HEATING & REFRIG- 
ERATION INDUSTRY 


LOSTANGEUES 


FEBRUARY 12-15, 1962 


For exhibit space, contact: Geo. E. Mills, 
Show Director, 1346 Connecticut Ave., N.W. 
Washington, D.C. » Phone COlumbia 5-0405 


Acid corrosion “wears’’ out 
refrigeration parts fast 


ANGER...keep 


acids where 


they're safe...with PA 400 


Moisture in refrigerant gases can quickly form hydrochloric and hydrofluoric acids in the system. Davison 


PA 400 is more than just a safeguard against moisture and freeze-ups, it is an effective watchdog against 


these damaging, corrosive acids. If acid formations have already occurred within the system, Davison 
PA 400 again will do the job. DAVISON PA 400’s full flow no by-pass filtering action, high acid capacity 


and ability to remove moisture or even sludge, scale and particles of foreign matter as small as one micron 


in size make it the accepted standard desiccant for refrigeration. For more information, write Dept. 2611. 


DAVISON CHEMICAL 
industrial Chemicals Dept. 2611 
Baltimore 3, Maryland 
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U. S. Cooling -- 


(Continued from Page 1, Col. 5) 
ing about 42% of all space 
currently occupied by civilian 
government offices, is in 525 
existing buildings. 

But the 47 million square feet 
scheduled for cooling is in 2,800 
buildings, indicating that many 
smaller buildings not hereto- 
fore air conditioned will get in- 
stallations under the program, 
whereas installations in the 
past have been in larger struc- 
tures, of which The Pentagon, 
with about 3,000,000 sq ft, is by 
far the largest. 

In addition to the plans for 
air conditioning existing space, 
it was pointed out by the ARI 
president that the government 
has laid down a policy under 
which all new Federal struc- 
tures in the future shall have 
air conditioning, with a few ex- 
ceptions. 
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W. L. Di Novis 
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J. P. Farrell 


American-Standard 
Ups Farrell, Di Novis 


NEW YORK CITY—The ap- 
pointments of John P. Farrell 
as manager of contract sales 
and William L. Di Novis as 
products manager have been an- 
nounced by the Air Condition- 
ing Div. of American-Standard. 

Farrell, in a newly-created 
post, will be in charge of spe- 
cial contract sales and sales to 
the O.E.M., mobile home, and 
shell home markets. He has 
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been with the division in sales 
and marketing capacities since 
1953 and served most recently 
as products manager for warm 
air heating and air condition- 
ing. 

Di Novis, who succeeds Far- 
rell as products manager, will 
be in charge of furnace and air 
conditioning product lines and 
related development, training, 
and service programs. He comes 
to the Air Conditioning Div. 
from the C. F. Church Div. of 
American-Standard where he 
served as manager of market- 
ing research. He has been with 
the company since 1956, accord- 
ing to the firm. 


Lee Shirar Dies 


SAN FRANCISCO — Lee 
Shirar, 75, who was president of 
Shirar-Young Refrigeration Co. 
here until his retirement, died 
recently following a long _ ill- 
ness. 


New Way To Control Recold-- 


Fungal Rot Described 


NEW YORK CITY—A new 
way of controlling fungal rot in 
cooling tower wood which re- 
portedly can be considerably 
more effective than chemical 
diffusion methods will be de- 
scribed by Carl W. Regutti of 
Hagan Chemicals & Controls, 
Inc. at the 48th annual meeting 
of the Chemical Specialties 
Manufacturers Association. 

The meeting will be held at 
the Roosevelt hotel here Dec. 
4-6. 

According to Regutti, the new 
method of treating fungal rot 
centers around the use of steam 
to sterilize the infected wood. 
Once all fungi in the wood have 
been killed, reinfection can be 
minimized by new surface fungi- 
cides and coatings, which can 
be carried by steam throughout 
the cooling tower. 


(Continued from Page 1, Col. 1) 
ruption of delivery and service,” 
Jarvis said. 

“The Utility line includes the 
majority of the blower type 
fans used in Recold products as 
well as the heavy duty fans and 
air moving devices sold sepa- 
rately by many air conditioning 
agents,”’ it was pointed out. 

“Forward and backward 
curved fans are available in the 
line from 121% to 73-in. diam- 
eter with performance ratings 
ranging to over 300,000 cfm and 
up to 16-in. static pressure. 
Ratings meet standards estab- 
lished by AMCA and bear the 
AMCA Certified Rating seal 
wherever applicable.” 


Rybolt -- 


(Continued from Page 1, Col. 1) 


DESIGN HOUSINGS OF ANACONDA ALUMINUM FOR... 


EASIER, FASTER FABRICATION A 


Both you and your customers profit when you fabricate 
air-cooled condenser housings of Anaconda Aluminum. 
Your savings start with easier, faster forming and fabri- 
cation. You can give customers a piece of equipment 
which will enhance the appearance of their property. 
They save on upkeep since maintenance painting is not 
needed even in industrial atmospheres. 

Installations can often cost less, too, when you take 
advantage of aluminum’s light weight. Roof loadings are 
lower. Anaconda Aluminum can also show you how to 
get competitive advantages with other components of 
aluminum—end plates, fans, fin stock. 

The exacting metallurgical control methods used by 
Anaconda Aluminum for fin stock have helped manu- 
facturers of coils avoid many manufacturing problems. 


be See geen i i ‘se sii lg 
ee . * % 


oe eenrere 


These same quality control methods, for all our sheet 
products, combined with customer-oriented service, may 
mean considerable savings in your manufacturing costs 
. . - equally important improvement in your products. 
Let us show you how! Call your nearby Anaconda 
Aluminum office or write to Anaconda Aluminum Com- 
pany, Dept. AC-11, Louisville 1, Kentucky. 


Rybolt President Clarence J. 
Stewart, the division will retain 
its present sales organization 
as well as its product line. 

“Through the addition of the 
Niagara cast-iron, gas-fired fur- 
nace to our line, Rybolt will be 
in a better position to meet the 
renewed demand for quality 
heating equipment,” Stewart 
said. “The Niagara furnace will 
give us much more comprehen- 
Sive coverage in the warm air 
heating field and will enable us 
to broaden our sales program. 
As a result, we look forward to 
a 60-70% increase in volume 
next year.” 

In commenting on the move, 
Walter Kremser, treasurer of 
Forest City Foundries, said: 

“At Forest City, we have 
been planning for some time to 
concentrate more heavily in our 
foundry business. This move 
gives us the opportunity. We 
can now take better advantage 
of our growing market for gray 
iron castings. The space previ- 
ously occupied by the Niagara 
Furnace Div. is, in fact, already 
being utilized by our foundry.” 

In addition to the Niagara 
line, Rybolt will continue to 
manufacture and sell its own 
line of gas-fired and oil-fired 
furnaces and its line of cooling 
and air filtering equipment. A 
companion line of quality cool- 
ing and electronic filters will be 
available to Niagara dealers. 

Sales manager for the new 
Niagara Div. will be Irvin Seith. 
Seith held the same position 
with the Niagara Furnace Div. 
and is a veteran of 35 years in 
the warm air heating field. 

Rybolt has consolidated all of 
its manufacturing and produc- 
tion operations at Ashland and 
is expanding its research and 
engineering staffs for develop- 
ing new products and refining 
existing ones. 


ASHRAE-- 


(Continued from Page 1, Col. 2) 
industrial ventilation; domestic 
refrigerator engineering; steel 
boiler ratings; food storage; 
combined heating and air cool- 
ing systems; and room units. 

George W. F. Myers, head of 
Myers Engineering Equipment 
Co., St. Louis, and a member of 
ASHRAE’s St. Louis Chapter, 
is general chairman of the host 
committee, assisted by chapter 
members, ASHRAE officers and 
staff. 
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Filter Mfr. Doubts Wisdom of Requiring 


Specific Percentages 


of Outside Air 


By Frank J. Versagi 


COLUMBUS, Ohio — “Let’s 
face it: in today’s urban areas, 
outside air is not clean.” 

Taking this as a _ premise, 
Richard Trout, Barnebey- 
Cheney Co., questioned tradi- 
tional requirements and codes 
calling for specific percentages 
of outside air in the air condi- 
tioning of a building. Talking 
before the annual technical con- 
ference of Region Five of the 
American Society of Heating, 
Refrigerating & Air-Condition- 
ing Engineers, Trout stated 
that filters on outside air load 
up much faster than those on 
recirculated air. 

Assuming a_heating-cooling 
requirement of 10,000 cfm of 


of these buildings was 20.3%. 
The CO, buildup was nil. The 
human body can’t tell that any- 
thing is wrong until the oxygen 
content drops to 15%.” 

Trout insists that as little as 
3 cfm infiltration is enough in 
a “sealed” building properly 
fitted with odor removing de- 
vices. 

The 3 cfm is required for 
pressurization. 

Trout reported that Chicago’s 
ventilation code, which origi- 
nally called for 40% outside 
air, has been altered to specify 
15% outside air. 

He considers the Chicago re- 
vision a major step in the right 
direction. 


TESTING LABORATORIES are in the NEWS. While Tech 
Center is discussing independent commercial testing 
laboratories, manufacturers are adding to and improving 
their own testing facilities. Here is a case in point. 
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COMPRESSOR HEART-BEAT—Ferreting out product 
defects at Kelvinator's Grand Rapids, Mich. plant is 
performed in a variety of ways by the Customer Quality 
Assurance Department. Typical of the part modern 
technology plays in the company’s integrated quality 
program is the high fidelity amplifier and microphone 
used here by a member of a “Quality Patrol Station” 
to measure the sound level in decibels of Polarspheres— 
Kelvinator's refrigerator compressors. 


INSIDE-OUTSIDE TESTS—Room air conditioners are 


tested in specially-built cli ditioned rooms to 
simulate actual conditions of homes and atmosphere. 
Units are installed in windows of two-room testing 
chamber with heat forced continuously into “inside” 
room to attain the equivalent of home temperatures 
during hot Southern s. “Outside” room is 
conditioned to approximate humidity and heat of 
atmospheric temperatures. Performance and operating 
costs are compiled from these tests, and user benefits, 
such as air direction and force are observed and measured. 


air with a 1,000 cfm outside air. 
requirement for pressurization 
or makeup, Trout calculated 
that the cooling of this much 
outside air would require three 
to four tons of refrigeration at 
an equipment cost of about 
$600. 

A carbon cell, which cleans 
. and makes possible the reuse of 
this air, costs about $250, he 
said. 

Trout acknowledge that most 
ventilation codes are based on 
the premise that without ade- 
quate outside air, the oxygen 
content of the air within a 
structure will drop and the 
carbon dioxide content will rise. 
“Stuffiness is caused by odor, 
not by a lack of oxygen,” he in- 
sisted. 

He described several investi- 
gations which Barnebey-Cheney 
has conducted on buildings 
using 100% recirculated air, 
100% outside air, and all ranges 
in between. “The lowest oxygen 
content we ever found in any 


Nuaw Reports Oct. 
Sales Virtually 
Same as Last Year 


COLUMBUS, Ohio — The 
Business Conditions Report of 
the Northamerican Heating & 
Airconditioning Wholesalers as- 
sociation for October shows a 
“status quo’ except in per- 
centage of past due accounts re- 
ceivable, which has dropped. 

Total dollar sales of report- 
ing members were down an 
average of .86% in October 
from the previous October but 
up .88% for the first ten months 
of 1961 from the like 1960 
period. 

Inventories on Oct. 31 were 
up .73% compared to a year 
earlier. Percentage of accounts 
receivable past due on Oct. 31 
was 26.23%. 


SELL THE 
HIGH PROFIT LINE! 


HUMIDIFIERS 


RESIDENTIAL — COMMERCIAL 


27 MODELS FOR EVERY TYPE 
OF HEAT AND EVERY NEED 


Fn. LABORATORIES, INC. 
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compressor and thermostat, the heart and brain of 
your refrigeration systems. The Danfoss Pee-Wee 
Compressor and 51B Thermostat are just two prod- 
ucts of a broad line of superior quality controls and 
equipment from this new source of supply. Together 
or individually, they offer special advantages in effi- 
ciency and economy important to all manufacturers. 


Danfoss PEE-WEE Compressor: Compact and light (18 
pounds), the Pee-Wee has demonstrated its superior quality 
and efficiency in over 3 million units in service around the 
world, under a variety of operating conditions. Available in 
1/6, 1/8, 1/10 and 1/12 hp for low back pressure use and 
1/6 and 1/8 hp for high back pressure use. Two-pole, high 
speed motor. Requires no oil or fan cooling. “Scotch yoke” 
construction provides efficient power transmission. Meets 
U. L. standards. 


Model 51B Thermostat: An evaporator thermostat with 
full bellows construction for precise control of switching, 
the 51B Danfoss unit is a recent modernization of its famous 
Model 50 of which more than 8 million have been sold 
throughout the world. 


Features of the 51B include: large cross-section (1 in. 
diameter) bellows with four pleat construction; rust proof 
housing of heavy gauge nickel plated brass; low height, 
matching requirements of modern insulating materials; one 
million cycle contact system in melamine insulation with 
single, double-break switch and silver plated contacts. (Con- 
tacts also cut in without rebound and, for instantaneous 
cut-out, a contact spring maintains full contact pressure 
until the circuit is broken.) U, L. listed. 


Backed by a tradition and history of fine craftsmanship, 
Danfoss Inc. offers you the finest possible in refrigerating 
controls and equipment components. 


Write for complete engineering information. 


INC. 


115 Dell Glen Ave. - Lodi, New Jersey 


In Canada: Danfoss Mfg. Co. Ltd. 
1230 Lake Shore Road E. « Port Credit, Ont. 
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Silver Shield Bureaus To Vote 
On $10 A Year Fee for Promotion 


By C. Dale Mericle 


CHICAGO—Within the next 
few weeks members. of local 
Indoor Comfort (Silver Shield) 
bureaus throughout the coun- 
try will be voting on a proposal 
that they each contribute a 
minimum of $10 annually to a 
revolving fund that would be 
used to finance the creation of 
promotional material. 

This proposal was introduced 
by Glen Rynbrand of Kalama- 
zoo, retiring chairman, at the 
annual meeting of the National 
Silver Shield Dealers group held 
here the evening of Nov. 8 dur- 
ing the 48th annual conven- 
tion of National Warm Air 
Heating & Air Conditioning 
Assn. 

Should this be adopted, it 
could mean a fund of about 
$8,000 to start with. After vari- 
ous promotional aids, such as 
lapel buttons, are produced with 
the aid of this fund, the fund 
would be reimbursed out of 
sales of the aids, Rynbrand ex- 
plained, so that other promo- 
tional materials could’ be 
created. 

At the meeting representa- 
tives of various bureaus re- 
ported on progress made locally 
in promoting Silver Shield, ex- 
plaining mostly what they’re 
doing in advertising and promo- 
tional efforts. 


Advantages Claimed 

For Hiring Secretary 

Along these lines, the advan- 
tages claimed for employing a 
paid secretary were outlined by 
Ralph Nicholas, executive sec- 
retary of the Kansas City, Mo. 
bureau. 

“In Kansas City the furnace 
industry spent $65,000 in 1960 
for ‘yellow page’ advertising,” 
Nicholas declared. “For part of 
that money you can hire a sec- 


retary.” 
(At other points in the 
NWAHACA convention the 


opinion was expressed that 
most dealers concentrate all 
their advertising in the “yellow 
pages,” leaving nothing for 
what could be effective adver- 
tising and promotion.) 

“If you’re making $15,000 a 
year—and if you aren’t you 
should be working for someone 
else instead of running your 
own business—it means your 
time is worth $7.50 an hour,” 
Nicholas told the _ dealers. 
“Every hour you spend doing a 
bureau secretary’s work is cost- 
ing you that much.” 

Pointing out that a secretary 
can help in handling adver- 
tising arrangements, sending 
bureau promotional material to 
“your competitors,” etc., he 
summed up: “An executive sec- 
retary pushes people to get the 
job done that the committee has 
decided should be done.” 


How Kansas City 
Bureau Operates 


More details about activities 
of the Kansas City bureau were 
outlined by its president, Clem 
Alexander, who explained that 
this 41-member bureau raises 
its funds through dues based on 
5 cents per hour per employe. 

First efforts consisted of a 
twice-a-week newspaper adver- 


6 


tising campaign which ran for 
eight weeks this fall. The ads 
came directly to grips with the 
“furnace gyp scandal” that 
rocked Kansas City several 
months ago, Alexander said, by 
emphasizing such lines as 
“Don’t Get Trapped by a Fur- 
nace Gyp,” and spelling out the 
bureau-backed guarantees of 
Silver Shield systems. These 
ads resulted in as many as 75 
phone calls a week to the 
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bureau’s office, 
Alexander. 

A series of radio spot an- 
nouncements was scheduled to 
start the week of Nov. 12, he 
also disclosed. This will be 
handled on a cooperative basis, 
the bureau buying the time and 
then, in turn, selling it to deal- 
ers and manufacturers. 

“We’re hoping for 500 spots,” 
Alexander disclosed. 

This bureau has also pre- 
pared a directory listing the 
bureau. members’ under five 
classifications: furnace installa- 
tion, furnace service, air condi- 
tioning installation, air condi- 
tioning service and furnace 
cleaning. Some dealer-contrac- 


according to 


NEWS Reports from 
NWAHACA Convention 


tors are listed under several or 
all headings, of course. 

Another interesting develop- 
ment is that recently the 
Kansas City group started a 
“speaker’s bureau” to present 
talks to service clubs and civic 
groups. 

“So far eight of us have ap- 
peared on eight different pro- 
grams,’ Alexander said. “We 
developed a flip chart for these 
talks, the topic being ‘Fighting 
the Furnace Gyp.’ These talks 
do take a little of our time, but 


we also get free lunch,” he 
added. 

The bureau has also set up a 
$50 cash award for any sales- 
man who sells a Silver Shield 
job, and it is inviting salesmen 
of its members to attend regu- 
lar monthly meetings of the 
bureau. 

“We've found we have to 
have refreshments at these 
meetings—food and beer, but 
no hard liquor,” Alexander said. 
“This increases attendance 
50%. 

“Since our Aug. 5 kickoff, 
members of our bureau have 
sold 15 Silver Shield systems, 
there has been a substantial in- 
crease in service business, and 
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[. » across-the-board for all] 
/ air-moving applications 


...the horses of A. O. Smith, 


ses... 


BLOWER MOTORS 


Sleeper! Cradle-mounted in resilient rub- 
ber for extra-quiet, vibration-free opera- 
tion. Low starting torque prevents belt 
slippage and starting noise. 
bearing motor that runs as quietly as a 
sleeve bearing type. Magnetic noises are 
reduced to an absolute minimum by 
special machining and assembly proces- 
air noise is practically eliminated 
by unique ventilation design. And forthe 
ultimate in space savings, investigate 
the A. O. Smith Inside-Out permanent 
split-capacitor blower motor. No switch- 
es, relays, pulleys — a proven direct 
| drive motor. 
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our sales are up,” he summar- 
ized. 

Accomplishments of a small 
bureau were noted by Joseph 
Sloane of Lansing, Mich., who 
explained that “we now have a 
heating code and a heating in- 
spector, which we didn’t have 
before Silver Shield; we have 
installed 11 Silver Shield jobs, 
all of them quite complicated, 
and so far we haven’t received 
a single complaint on any of 
them.” 

Ted Offner, president of the 
New Orleans bureau, reviewed 
activities in developing a suit- 
able set of standards for sys- 
tems in his area [see Silver 
Shield article in Nov. 6 News] 


and James Nolan of the 
NWAHACA staff discussed the 
growth of bureaus, noting that 
1,918 persons had _ received 
Silver Shield technical training 
in 1961. 

New officers of the group 
elected at this meeting include 
William Fleck of Cleveland, 
chairman; Clem Alexander of 
Kansas City, vice chairman; 
and Norman Shannon of 
Omaha, secretary. 

Executive committee ap- 
pointed by Fleck consists of 
Glen Rynbrand of Kalamazoo, 
James Winters of Nashville, 
W. R. Fitzpatrick of Lansing, 
Russell Orchard of Lima, Ohio, 
and Ted Offner of New Orleans. 


1961 


Winegardner Heads NWAHACA, 
Trustees Support Silver Shield 


CHICAGO — Heavy attend- 
ance by dealer-contractors (as 
noted in the Nov. 20 News) 
marked the 48th annual con- 
vention of the National Warm 
Air Heating & Air Conditioning 
Assn. held here Nov. 8 to 10. 


At the close of the meeting 
the group’s board of trustees 
voted continued support of the 
Silver Shield program, but it 
was noted that lack of man- 
power will probably slow down 
_the formation of new bureaus. 


There are now 18 licensed In- 
door Comfort Bureaus and 16 
more being formed. 


New officers of NWAHACA 
include Don Winegardner of the 
Majestic Co., Inc., president; 
H. P. Mueller, Jr. of Mueller 
Climatrol, first vice president; 
and Ronald Campbell of West- 
inghouse, second vice president. 
James Martin continues as sec- 
retary-treasurer and managing 
director. 

Five new members were also 


elected to the board of trustees: 
J. P. Field of Williamson, Jack 
Ray ‘of General Controls, Ted 
Fowler of Owens-Corning Fiber- 
glas, Thompson Morrison of 
Morrison Products, and Russell 
Geisler of Skuttle. Retiring 
president H. C. Gurney of Jani- 
trol becomes an ex-officio board 
member. 

“Carry-over’ members __in- 
clude Roy C. Brainard of Stand- 
ard Metal Fabricating, Keith 
Davis of Bryant, Robert L. 
Leigh of Air Control Products, 
Jess Moore, Jr. of Coleman, 
Harold W. Mutz of Peerless 
Corp., Clyde Wilkinson of 
American-Standard, and Kent 
Wilson of Minneapolis - Honey- 


PLAN ACROSS-THE-BOARD —. You make your picks from a complete line. 
of air conditioning and heating equipment motors — blower types . 


inside-out design ... hefmetics . .. integrals in a wide range of hp 


plus an exceptional range of modifications. 


And for the best tips in motors, 
send for our Tipp City Form. It 
contains track records on A. O. 
Smith’s complete stable of frac- 
tional and integrai hp favorites. 
“Of get in touch with your nearby 
A. ©. Smith motor man. 


POWER WITH A PEDIGREE — The right. combination of features 
are bred into each A. 0. Smith motor type to deliver top performance : 
- for its is cae e Check the paddock below for individual blood lines. 
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ELECTRIC MOTORS 
Tipp City, Ohic 


A. G. SMITH INTERMATIONAL §. A. 
Milweckes 1, Wisconsin, U.S. A. 


] INTEGRALS 

The workhorse of the A. O. Smith line. 
These open motors provide that extra 
amount of moisture protection. And you 
get quiet operation for critical noise 
areas along with a power reserve that 
pulls across adverse operating condi- 
tions. Rotors are pressure cast in one 
operation to provide an indestructible 
construction. Rotor and shaft assembly 
are dynamically balanced to minimize 
vibration. On models up through five hp 
single-phase, the capacitor is mounted 
inside the motor housing for space-sav- 
ing installation, maximum protection 
and streamline appearance. 


HERMETICS 


Atrue thoroughbred! Rotor-stator assem- 
blies are designed specifically for sealed 
compressors . . . quality-built to provide 
a reliable source of power for refrigera- 
tion or air conditioning, year-in and year- 
out. They're custom-built and dynami- 
cally-balanced for years of dependable, 
quiet, vibrationless service. What’ Ss more, 
each motor is manufactured under the 
strictest quality control . . . assembled 
and tested under controlled atmospheric 
conditions, ever-free of dirt and dust. 


Application-engineered in single-phase 


and polyphase, 34 to 100 hp. 


well. 


Open Convention 
With Closed Meeting 


Opening convention session 
Wednesday afternoon, Nov. 8, 
was a closed meeting for manu- 
facturer members in which they 
discussed various matters per- 
taining to association finances 
and plans, it was explained in 
a press conference following 
this meeting. 

Simultaneous sessions were 
held for all members and guests 
on Nov. 9, one being devoted to 
technical and application engi- 
neering problems; the other to 
marketing. 

Session on Nov. 10 was desig- 
nated as a Region 3 dealer 
conference, and was devoted 
primarily to sales methods. 
Dealers of this region, which 
comprises Illinois, Indiana, 
Michigan, Ohio, and Wisconsin, 
elected 40 of their number, after 
spirited discussion, as members 
of the National Dealer’s Ad- 
visory Council which will ex- 
press their needs to the asso- 
ciation and its councils and 
trustees. 

Similar two-day conferences 
for the other 10 regional groups 
have been scheduled, starting in 
Boston on Jan. 22 and winding 
up in Minneapolis April 13. 

In effect, these regional meet- 
ings will take the “national con- 
vention” to the dealers. 


Present Awards 


Several awards were handed 
out at a luncheon which fea- 
tured a talk by Richard J. Cana- 
van, recently named deputy 
commissioner of the Federal 
Housing Authority. 

Silver Shield awards were 
presented to Glen Rynbrand, 
dealer; J. Orville Garrett, 
wholesaler; Terry Hart of Na- 
tional Gas Co., utility; and 
Homer Brundage of the Brund- 
age Co., manufacturer. 

“Quota-Buster” awards for 
recruiting new dealer-contrac- 
tor members of the association 
went to five wholesalers: Lewie 
David Co. of Decatur, Ill.; G. W. 
Berkheimer Co. of Gary, Ind.; 
Contractors Supply Co. of 
Lansing, Mich.; F. O. Schoe- 
dinger Co. of Columbus, Ohio; 
and Frank J. Kerscher Co. of 
Manitowoc, Wis. 


Operating Costs of Resi- 
dential Air Conditioning 
and What This Means to 
Dealers and Installers. By 
Get R. A. Gonzalez—25¢ each. 


Mail this ad with your 
name and address to: Air 
Conditioning, Heating & 
Refrigeration News, 450 
W. Fort St., Detroit 26, 
Mich. 
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By GEORGE 
F. TAUBENECK 


(Continued from Page 1) 
York as the “Work division of 
Borg-Warner.” 

Energetic Joe Elliot and his 
York teammates no doubt will 
agree (off the record). 


Planning Fallacy 


Apparently there’s no place to 
hide. 

James Michener’s book, “Ras- 
cals in Paradise,’ tells tales 
about a man who foresaw the 
inevitability of World War II. 

After considerable research he 
selected a remote spot on the 
globe where he presumed he 
could hide safely. 

Two days before World War 


II did break out, this chap took 
possession of an estate on a 
remote South Pacific island— 
Guadalcanal. 


Planning for Planners 


From Arizona Progress, pub- 
lished by the Valley National 
Bank of Phoenix, Arizona (and 
sent to us by Senator Art 
Schellenberg) we quote the fol- 
lowing amusing dissertation: 

“The best laid plans are those 
that are laid on the shelf before 
doing any damage. However, 
planning has become a fetish of 
the times—almost a new profes- 
sion. 

“Young executives, while wait- 
ing for the top brass to die off 
or retire, are especially addicted 
to planning. Undeterred by ex- 
perience and the misfiring of 
past plans, they have at it with 
great enthusiasm and energy. 
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“The first thing is to estab- 
lish the need for planning. This 
is not difficult; the folklore of 
every organization is replete 
with examples of management 
oversights and miscalculations. 
The less successful oldsters, if 
nothing else, have memories like 
Univac and can recount, chapter 
and verse, most of the bad 
guesses of the senior officers 
since the turn of the century. 


“The next step is to project 
the growth of the past two years 
or five, whichever is greater, for 
10, 15, or 20 years ahead. This 
produces some astonishing re- 
sults, often defying all the 
established laws of economics, 
mathematics, physics, and chem- 
istry. 

“If incredulity rears its head, 
the planner in charge of Cliches 
points sternly to a wall motto 
which reads, ‘Make no little 
plans.’ 


“This is followed by a scath- 
ing admonition not to sell what- 
ever is at issue short. The infer- 
ence is that short sellers and 
picayune planners are low despi- 
cable characters, probably com- 
munistic in their leanings. 

“The best thing about plan- 
ning is that it requires lots of 
planners and endless conferences 
in spacious, luxuriously fur- 
nished quarters. Plans must be 
incubated methodically in an 
environment conducive to big 
scale thinking. 

“Dyed-in-the-wool planners 
are seldom concerned with 
profits. Although both words 
begin with p, that is as far as 
the resemblance goes. Pure 
planning is pretty high plane 
stuff. 

“In many cases, no doubt, the 
blueprints of today will become 
the white elephants of tomorrow. 
That is, unless they are allowed 


to yellow and mellow as they 
mature. Otherwise we had better 
start planning what to do when 
the plans of the planners gang 
aft a-gley.” 


Stories of the Week 


After Frank Sinatra sang the 
National Anthem at the 1960 
Democratic Convention, he was 
accosted by a short bald-headed 
fellow on the rostrum. 

“Could you sing ‘Yellow Rose 
of Texas,’ Frank?” 

Not recognizing his accoster, 
Frankie growled: 

“Take your hand off my suit, 
Creep.” 

The man he growled at was 
Sam Rayburn, veteran Speaker 
of the House of Representatives 
who died just before this item 
went to press. 


“T wanted my son to share in 


—@my business,” declared the Presi- 


PS ki Sa aa ee 


eon 


TYPHOON'S 


Every air conditioning dealer is 
entitled to it, but only Typhoon 
dealers are assured of receiving 
it. To its dealers Typhoon pledges: 


understanding of their problems * * * * 
a progressive attitude that enables them 
to stay one step ahead of the industry * * 
an adequate range of products k * xk * 
good product qualiyk# kkk kkk 
sales help on alllevels& kK kK k& kK KK & 
flexibility in product design *% * * *& *& *& 
prompt servicek KK kk kkk kk* 
financial assistance kK K kK k& k&k&kk* 
stable factory policy and management * 
absolute integrity in daily dealings * * * 
competent factory personnel * * *k * * 


competitive prices kk kK kkk kk 
SUAS MRE ARES Se aR NRG NI IR i at a Sen 
For more information on Typhoon’s ‘‘Bill 


of Rights,’”’ and a new Reference Chart on 
the complete line, call, write or use the 
collect telegram kKk& kkk kk kkk 


eg eg 


New 17 Ton 
Roof Mounted Unit 


= Select _|__ aceyi em wile 
Typhoon Air Conditioning Division, 
Hupp Corporation 
505 Carroll Street 
Brooklyn, New York 


Rush me full details on Typhoon's 
Bill of Rights and 1962 Program, 
(your name and address) 


sn ima 


Dept. 1-11-1 


dent, “but the government beat 
him to it.” 


When General Eisenhower 
took over as supreme com- 
mander of the Atlantic Pact 
forces, he asked an aide what 
the Soviet Army needed to con- 
quer Europe. 

The aide 
General.” 


replied, ‘Shoes, 


Gags of the Week 


The difference between a pes- 
simist and an optimist is that if 
you fall in a deep hole, an 
optimist will pull you out, but a 
pessimist will get in with you. 


Modern families don’t worry 
about the wolf any more. They 
just feed him on instalments. 


A camel is an animal that 
looks as if it had been put to- 
gether by a committee—HARRY 
OLIVER. 


Quotes of the Week 


The conflict in the American 
soul is an’ economic and sexual 
conflict, and the American 
woman is, I think, at the heart 
of that conflict. It is women who 
set the stage and largely control 
the players in important sections 
of American life. America is a 
woman’s world. — ErRIc JOHN 
DINGWALL. 


I cannot rid myself of a sus- 
picion that has haunted me for 
decades, namely, that we might 
attain results better or as good 
(in our world) by letting things 
drift, letting things happen, 
letting them find their own level, 
and stop fussing. What could 
be worse than the consequences 
that accompany, if they are not 
the product of, our universal 
and constant intervention, so 


profoundly thought out, so in- 
geniously planned, so mathe- 
matically certain! — BERNARD 
BERENSON. 


LUCAS 


CLEANER 


Clears tubes without removal. 
at your FAVORITE WHOLESALERS or 
Southgate Tool & Die. Co., 


P. 0. Box B-1097, Southgate, Mich. 
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Chicago Plan for Separate 
Bids Raises Some Questions 


Last week the NEWS published the first 
part of a report on a meeting in Mc- 
Cormick Place, Chicago, which drew more 
than 500 contractors, engineers, and 
architects to hear details of the “new 
Chicago Plan for Separate Bids.” 

The new Chicago plan was worked out 
by a joint committee representing all 
elements of the construction industry to 
bring an end to the problems of bid 
shopping and bid peddling. It represents 
a@ compromise to which all elements 
could agree. An outline of the plan 
appeared on page 4 of the Nov. 6 issue. 


A panel representing the joint commit- 


Shouldn’t there be a separate 
coordinator for mechanical con- 
tractors? 

W. A. Kuechenberg, mechani- 
cal contractor: On large jobs, 
yes, On small jobs, no. 

Isn’t pre-qualification a re- 
strictive practice against quali- 
fied mechanical contractors and 
won't it result in the owner 
paying a higher price for his 
job? 

Dolio: I don’t think so. It is 


1961 


a waste of time and money to 
have a large number of bidders 
on a project. If bidding is 
limited to seven or eight care- 
fully selected bidders, the archi- 
tect will get a bid that will be 
within $200 of what any other 
possible bidder could match. 

Matthei: I don’t think the 
Chicago plan will increase costs 
to the owner. On the other 
hand, it will assure that he gets 
what he pays for. We are not 
at all sure of that now. 

What’s to prevent the owner 
and the architect from bid 
shopping? 

Couch: Nothing—except their 
self interest. The architect gets 
a fee based on the cost of the 


job, so that he is not going to 
beat down the price with a bid 
auction. The owner, by bid 
shopping, will never know that 
he is getting the best possible 
job for his money. He knows 
shopping bidders are going to 
cut corners wherever they can. 

What do bidders thinks of 
this plan? 

E. H. Marhoefer, Jr., general 
contractor: It has been ap- 
proved by the Builders Associa- 
tion of Chicago. 

J. C. Sanderson, director of 
plant properties, Northwestern 
university, speaking as an 
owner, facetiously commented 
that if the owner could go to a 
supermarket and buy a build- 


ing off a shelf, he would be 
done with the pack of you. 

“But,” he said, “we each have 
specials needs and that leads 
to problems. We need you to 
help us solve these problems. 

“If you want this plan to 
work, it will work. If you don’t 
want it to work, it will fail. It’s 
up to you.” 


Hajec Back at Torrington 


TORRINGTON, Conn.—Rich- 
ard G. Hajec has returned as 
a development engineer in the 
Air Impeller Engineering Dept. 
of Torrington Mfg. Co. after 
completing two years of study 
in mechanics and hydraulics. 


tee explained the plan to the audience 
and then answered written questions from 
the floor. The first part of this article 
covered the explanations. This week's 
concluding portion covers some of the 
pertinent questions raised and the 
answers given. 

Henry Couch, moderator of the panel 
and secretary of the coordinating com- 
mittee of mechanical specialty contractors 
associations of Chicago, observed after 
the meeting that, out of the nearly 200 
questions submitted, all were on proce- 
dural matters. None indicated any feel- 
ing that the plan was unfeasible or indi- 
cated downright opposition. 

* 

Moderator Couch explained 
that the new Chicago plan was 
drawn up by a joint industry 
committee of 16 men repre- 
senting architects, engineers, 
general contractors, and me- 
chanical specialty contractors. 

This joint industry committee 
adjourned last Aug. 12, but 
agreed to meet one year hence 
to evaluate the operation of the 
plan and make any desired al- 
terations. 

“If anyone can bring forth a 
better plan agreeable to all ele- 
ments of the industry, we'll 
throw this plan into the Chi- 
cago river and embrace his 
plan,” Couch declared. 

After the explanation of the 
plan (appearing in last week’s 
issue), written questions sub- 
mitted by the audience were 
answered by the panel. Some of 
the more pertinent ones and 
replies were: 


Questions and Answers 

Pre-qualification of contrac- 
tors would seem to perpetuate 
the “old guard.” How does the 
new, aggressive, young con- 
tracting organizaton break in? 

John Dolio, consulting engi- 
neer: He must demonstrate on 
smaller jobs that he has the 
ability and know-how to handle 
the type of project in question. 
If a contractor is qualified but 
is not on the list, we can always 
see that he gets on for the next 
project. He must first learn to 
walk before he can fly. 

Why not broaden the plan to 
include separate bids for any 
specialty that takes more than 
5%, for example, of the total 
building cost? 

Edward Matthei, architect: 
There is nothing to prevent the 
architect and consulting engi- 
neer from taking separate bids 
on other specialties if they so 
desire, But, as a practical thing, 
writing specifications for each 
specialty and providing separate 
sets of plans for all bidders in 
each specialty becomes a costly 
thing. 

Won't pre-qualification lead 
to collusion? 

Couch: I don’t think so. 
There are too many legal road- 
blocks in the way. 


FT 


REFRIGERATION ® 


Se 
EMPERATURE CONTRg: 


TEMPERATURE CONTROLS 


Now! Compact size, 
highly accurate 
repeat performance, 
plus other new 
sales features! 


Here’s a new line of small, compact, Penn refrigeration temperature 


controls which has a wider range of applications with fewer models. 


The Series 219 has a fixed differential while the Series 239 differential 
is adjustable. Rated at 16 Amps., these models feature extremely close 
differential, precision ‘‘repeat’”’ accuracy, and are not affected by ba- 
rometric pressure or cross ambient temperature problems. Extra features 
include built-in conduit fitting on Series 219, visible linear scale and 
small bulb size. Closed-tank fittings and bulb wells as well as built-in 


compensation for ambient temperature are also available. Learn more 
about these controls . . . write for Bulletin 3270. 


PEMM CONTROLS, VNC. ser, rion 


EXPORT DIVISION: 27 E. 38th ST., NEW YORK, N.Y. 


AUTOMATIC CONTROLS FOR HEATING, REFRIGERATION, AIR CONDITIONING, APPLIANCES, PUMPS, AIR COMPRESSORS, ENGINES 
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Editorial 


Air Conditioning, Heating & Refrigeration News, November 27, 1961 


ASHRAE In Transition: EPILOGUE 


Our October 23 editorial discussed some of the problems of the 
American Society of Heating, Refrigerating & Air-Conditioning Engi- 
neers. The intent of the editorial was to generate discussion, to get the 
members and officers of ASHRAE thinking actively about some of the 


sore spots which were festering beneath the surface. 


Letters, telephone calls, interviews leave no doubt that our intention 
was accomplished. At all levels of the industry, the NEws editorial and 


the specific points it raised are being talked about. 


Were we to publish some of the comments we have received, we could 
be suspected of “trying to keep something going just to sell papers.” 
Because this is not our intention, because we feel the editorial has served 
its purpose, we are asking those people who discussed their views with 
us to relay them to their local chapters and to the national office of 


ASHRAE. 


We suggest, too, that chapter officers make it a point to read to 
members any correspondence from the national office, or at least read 
the President’s message from the Journal, at every meeting. This will 


help overcome what can be considered the underlying problem—the feel- 
ing of many members that local and national people have little in com- 
mon, a feeling manifested in this excerpt from a letter a chapter president 
sent recently to his regional director: 


“Many members of our society do not quite understand why a local 


chapter could not continue to operate on a strictly local basis, and hence 
without national dues of any kind. These are the members who do not 


attend regional and national conferences (the majority) and who, when 


ship is largely Chapter-oriented.” 


*“s Feel Compelied To Write This 
Critical Letter’ =-Everetts 


American Society of 
Heating, Refrigerating & 
Air-Conditioning 
Engineers, Inc. 

Dear Mr. Versagi: 

I feel compelled to write this 
critical letter in response to 
your editorial “ASHRAE in 
Transition” which appeared in 
the AIR CONDITIONING, HEAT- 
ING & REFRIGERATION NEws of 
Oct. 23, 1961. 

1. “There is a _ growing 
undercurrent of dissatisfaction 
in the provinces of ASHRAE.” 
My information, based on ex- 
pressions at Regional Meetings 
held after publication of the 
NEws, statements of regional 
directors and personal observa- 
tions, leads me to believe just 
the opposite. Although there 
may be some dissatisfaction, in 
my opinion the trend is definite- 
ly for the better, namely, to- 
ward more satisfaction. 

Of course I respect your 
right to your own opinion, 
however, I question the wisdom 
of publishing it without more 
thorough research for all the 
facts. 

2. There always have been 
complaints by a small minority 
of the predecessor societies, and 
now by the same minority in 
ASHRAE, that our members as 
well as our leadership were be- 
coming “too commercial.” These 
critics forget that we are an 
engineering and scientific so- 
ciety. Our requirements for 
membership are consistent with 
recommendations of ECPD and 
are similar to those of the 
Founder Societies. This, inci- 
dentally, was also true for the 
two predecessor societies at the 
time of the merger. As you 
know, .only full members may 
become directors and officers. 

3. I think your term “strug- 
gle for power” is poorly chosen. 
Members who serve as directors 
or officers or on the various 
committees are motivated by a 
feeling of responsibility toward 
their profession, the general 
public, and the best interest of 
the society and its members. 
Everyone is aware of the real 
personal sacrifice involved in 
working for the society, and 
anyone doing it for the sake 


of “power” is due for a rude 
shock. 

All of us believe in a demo- 
cratic way of running the so- 
ciety. In my opinion, however, 
democracy should be confined 
to the nominating process and 
elections. Election to the Board 
of Directors or to office saddles 
the individual member with a 
considerable amount of _re- 
sponsibility, and it is axioma- 
tic that with this responsibility 
must go the corresponding 
authority. 

4. You expressed the opinion 
that the group opposing the 
closing of the laboratory should 
have been given space in the 
Journal. 

Let me remind you that the 
decision to close the laboratory 
was taken in a special Board 
meeting held in Chicago on 
Dec. 9, 1960. The idea of clos- 
ing the laboratory was not new 
and had been discussed at vari- 
ous times in ASHAE. This time 
the problem of research had 
been assigned to the Long 
Range Planning Committee 
which recommended unanimous- 
ly to close the laboratory. Their 
voluminous report was sent to 
all members of the Board about 
10 days prior to the Special 
Board meeting. 

At that meeting the entire 
report was read verbatim and 
discussed at length. The chair- 
man of the R&T Committee and 
the Director of the laboratory 
were also heard by the Board. 
The subsequent vote to close 
the lab was unanimous with 
only one abstention. The one 
Board member who abstained 
from voting did so not because 
he was against the recommen- 
dation but because he felt that 
the question should be decided 
by the membership. 

All other Board members, 
backed by the opinion of our 
legal counsel, felt that it was 
not only their prerogative but, 
even more so, their duty to 
make the decision as to the 
method to be used in continuing 
the research effort of the so- 
ciety. 

Then came the Chicago meet- 
ing in February, 1961, where 
the opposition presented to the 


Board a petition with about 135 
signatures requesting a mem- 
bership referendum of _ the 
Board’s decision made at the 
1960 Chicago meeting. The 
Board voted on the petition and 
turned it down. 

Then the opposition started 
on a campaign stating the 
Board action was illegal. We 
checked again with our lawyer 
and sought further advice from 
another and independent legal 
expert who only concurred with 
the original opinion. The minor- 
ity even took it upon them- 
selves to send their statement 
accusing the Board of illegal 
action to the President of 
Kansas State university in an 
effort to have them back out of 
their proposition to continue 
the work with our environ- 
mental equipment. That was 
the situation before the Den- 
ver meeting when the opposi- 
tion was refused space in the 
Journal! ! 

Do you really think it would 
have been in the best interests 
of the society to permit the 
publication of an attack on a 
very carefully considered and 
thoroughly legal Board action, 
particularly when the attack 
was not based on facts? 

If the members of ASHRAE 
had the time and inclination to 
study this and other complex 
problems to form their own 
opinions, they would not need 
a Board of Directors. Obviously 
with almost 18,000 members, 
this would be out of the ques- 
tion. It is rather difficult to 
imagine that an entire Board— 
save one man—could be wrong. 


However, if that should ever 
happen, the membership is still 
protected by exercising their 
right under the By-Laws, to get 
a majority vote requesting a 
referendum at any meeting of 
the society or to nominate and 
vote for directors with better 
judgment the next time, or in 
case of illegal action by the 
Board, the membership has full 
recourse in the courts. 


Incidentally, the leader of 
the opposition was invited to 
present his case at the Denver 
Board meeting. He backed up 


his “legal opinion” with an un- 
signed statement on a piece of 
paper without a letterhead pur- 
porting to be the legal opinion 
of a friend. 

I cannot agree that publica- 
tion of the opposition’s case in 
the Journal was necessary or 
desirable in the interests of 
free speech and democracy. On 
the contrary, the whole thing 
reminds me of the statement 
by Oliver Wendell Holmes that 
to get up in a crowded theatre 
and yell “Fire” without good 
cause was not exercise of free 
speech, but rather an attempt 
to incite a riot. 

As you know, the opposition 
further lost in the vote at the 
Denver meeting, and not by 
“parliamentary maneuvering.” 
They lost fairly, and decisively 
without regard to the proxies. 

I would be less than candid 
were I to imply there is nothing 


confronted with such advantages as the Guide and the journal, are apt 
to reply, ‘But I already have access to those in the company library.’ . . 

“It is, of course, natural that the national officers of ASHRAE are 
nationally oriented. But for the good of the society, I hope that they 
have not lost sight of the fact that the vast majority of the member- 


(After this editorial was written, the NEws received a letter from 
John Everetts, Jr., president of ASHRAE. The exchange of views be- 
tween Everetts and News editor Frank J. Versagi appears below.) 


to be improved upon in ASH- 
RAE. To build a better society 
we must learn better program- 
ming on the chapter level, and 
nationally we must establish 
better communications, both of 
which have always been a preb- 
lem even in the predecessor so- 
cieties. I am sure that everyone 
in ASHRAE would welcome any 
editorial based on well in- 
formed constructive criticism. 
However, the editorial pub- 
lication of a collection of ran- 
dom gripes—some of them not 
even founded on fact—and the 
picking open of old sores with- 
out being able to offer a 
remedy, is not a contribution to 
a better society and thus a 
better profession from which we 
all, including the News, make 
our living. 
Sincerely yours, 
JOHN EVERETTS, JR., 
President 


“MANY ASHRAE MEMBERS ARE NOT 
AWARE” — VERSAGI 


Dear Mr. Everetts: 

We are grateful that you have 
replied to our editorial; the 
“Epilogue’’ above was written be- 
fore we received your reply, and 
it indicates that almost all the 
comment we have received so far 
is one-sided—agreeing with our 
evaluation. 

Both at the beginning and at 
the end of your letter, you imply 
that our research was inadequate 
for justified publication of 
““ASHRAE In Transition."’ May we 
comment on that? 

You are aware, | am sure, that 
NEWS editors speak frequently 
before iocal, regional, and na- 
tional ASHRAE gatherings. In ad- 
dition, we cover and report on 
many such meetings. Further, our 
duties are such that we call on 
ASHRAE members as individuals 
in their work-a-day capacity. We 
would wager that our total con- 
tact with ASHRAE equals that of 
several of your most dedicated 
and active officers. 

It was from this background of 
intimate contact that the editorial 
was written. Operating from this 
context, all of the editors who 
reviewed the editorial agreed 
that ‘There is a growing under- 
current of dissatisfaction in the 
provinces’’ represents the truth 
as we see it. 

We welcome your expression 


of viewpoint on some of the spe- 
cific points we raised, for we find 
that many of our readers, 
ASHRAE members, are not aware 
of the thinking behind decisions, 
a fact which you acknowledge in 
your October president's mes- 
sage. 

It is difficult for the protago- 
nist and antagonist in a dis- 
pute to view each other with ob- 
jectivity. Standing aside from the 
struggle, an impartial obseryer 
can speak objectively, and this 
we have attempted to do. 

We are not ‘picking open old 
sores’; the sores are there. The 
NEWS is too respected, too re- 
sponsible a publication to publish 
“‘a collection of random gripes.” 

ASHRAE is important to the 
heating-cooling industry which we 
serve. It is one of the functions 
of the NEWS to alert that indus- 
try to problems which can affect 
it. We believe the problems of 
ASHRAE fall into that category. 

Occasionally, it is our role to 
make positive specific sugges- 
tions. More often, it serves the 
industry better if we merely out- 
line the problems which exist and 
let the industry work out solutions 
based on our objective evalua- 
tion. 

This latter was our intention in 
**ASHRAE In Transition." 


Frank J. Versagi, Editor 


Published Every Monday by BUSINESS NEWS PUBLISHING CO., 


450 W. Fort St., Detroit 26, Mich. Telephone Woodward 2-0924. Subscription Rates: U. S. and Possessions and Canada: 
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Air Conditioning, Heating & Refrigeration News, November 27, 1961 


Area Sales Spotty 


Room Unit Shipments Up In Sept., Down 
For 9 Months, Nema Statistics Indicate 


DETROIT — September sales 
of room air conditioners by 
manufacturers rose to 38,500 
units from 22,400 a year earlier, 
it was estimated by the Na- 
tional Electrical Manufacturers 
Assn. 

For the first nine months of 
this year, however, sales were 
slightly below those in the 
corresponding period of 1960. 
The total for the 1961 period is 
1,369,200, compared with 1,378,- 
100 a year ago. 

These figures are based upon 


Room Units Down, Centrals, 
Heat Pumps Up for Year 


the first nine months of 1961 
amounted to 56,346, up 7.1% 
from the 52,600 units sold in 
the corresponding period of last 
year. 


According to Florida Power 
& Light Co., Miami, September 
sales of air conditioners in its 
territory were up 25% from 
September, 1960, the totals 
being 3,816 and 3,047. For the 
January-September period, 
sales aggregated 46,047, a gain 
of 28% compared with the 
35,933 units sold in the like 
1960 period. 


The FPL figures show unit 
sales to retail dealers as re- 
ported by state wholesalers. 


NASHVILLE, Tenn. — 
Sales of room air condition- 
ers in the area served by 
Nashville Electric Service 
from Sept. 1, 1960, to Sept. 
1, 1961, were down from the 
previous year but sales of 
central units and heat pumps 
were up. 

Wm. D. Hall, sales promo- 
tion manager, reported that 
10,145 room air conditioners 
were sold in the year to Sept. 
1, 1961, compared to 11,744 
in the previous 12 months. 
Sales of central units and 
heat pumps, however, rose to 
1,830 from 1,192. 


expansion of data reported to 
the NEMA Statistical Dept. to 
cover total industry sales in- 
cluding exports. 

In other reports reaching the 
NEws, Union Electric Co., St. 
Louis, indicated that Septem- 
ber air conditioner shipments in 
its area by 11 distributors 
skidded to 416 from 1,597 a 
year earlier. But shipments for 
the first nine months of 1961 
were 24.9% ahead of the like 
1960 period, totaling 15,968 
against 12,785. 

In the Philadelphia area, dis- 
tributor sales of room air condi- 
tioners soared to 1,662 in 
September from 429 a year 
earlier. For the January-Sep- 
tember period, sales totaled 
48,082 against 46,166 in the 
like 1960 period, according to 
the Electrical Assn. of Philadel- 


phia. 
The Electrical League of 
Southern California reported 


that distributor sales of air con- 
ditioners and heat pumps for 


FOR REFRIGERANT 
HANDLING 

& MEASURING | 
EQUIPMENT... 
harging Stations * Charging | 
Boards °¢ Portable Refrigerant 
Measuring Tubes * Charging Hoses 
and Valves ¢ Oil and Methanol 


Measuring Tubes * Quick Coupler: 
* Tank Stands * High Vacuum Pumps 
* Manometers * Vacuum Gauge: 
SEE YOUR WHOLESALER 
\N OR WRITE US. 


Y AIRSERCO MFG. COMPANY 


3875 Bigelow Blvd. - Pgh.13,Pa 


Also included are sales by de- 
partment and chain stores and 
some retailers who purchase 
their merchandise from sources 
other than state wholesalers. 


Heat pump and air condition- 
ing sales in September in the 
territory served by Florida 
Power Corp., St. Petersburg, 
were off 14.6% from the same 
month of 1960, totaling 1,801 
units compared to 2,110. First- 
nine-month _ sales, however, 
topped the year-ago period by 
70.1%, The totals were 16,943 
and 15,395. 


Statistics compiled by the 
FMlectrical League of Cleveland 
show that room air conditioner 


EASY 
MAINTAIN 
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( 


Air Conditioning 


shipments reported by league 
member distributors for Sep- 
tember were off slightly from 
the same month of 1960 (473 
against 480) but shipments of 
central residential systems were 
up (89 against 35). 

For the January-September 
period, the distributors shipped 
6,234 room units, compared to 
6,552 in the like 1960 period, 
and 338 central systems, com- 
pared to 434, according to S. E. 
Strunk, secretary-manager of 
the league. 

For the first time this year, 
room cooler sales by dealers in 
the southwest Pennsylvania ter- 
ritory served by West Penn 
Power Co. topped the year-ago 
figure. September sales rose to 
145 from 120. The total for the 
January-September period, how- 
ever, declined to 1,577 from 
2,134, according to T. G. Allan, 
manager of residential and farm 
sales for West Penn. 

In the territory served by the 


tanooga, dealers sold 275 do- 
mestic air conditioning units, 
including 3 central units, dur- 
ing September. This compares 
with 256 units, including 5 cen- 
tral units, sold in September, 
1960. 

The dealers also sold 18 resi- 
dential heat pump, compared 
with 24 a year earlier, and 27 
commercial cooling devices and 
air conditioning units compared 
with 17. 

Figures compiled by Kansas 
Gas & Electric Co., Wichita, 
show that dealers in its area 
sold 52 room air conditioners in 
September, down from the 128 
sold in the same month of 1960, 
and 25 central systems against 
44, 

In the first nine months of 
this year, the dealers sold 4,264 
room units, down 9.2% from 
the 4,698 sold in the correspond- 
ing period of 1960. Central sys- 
tem sales for the 1961 period 
were up slightly, 490 compared 
to 487. 


‘Tie McQuay Hot Rod Electric Defrost System offers 
you automatic defrosting, completely safe and dependable 
for every application. Exceptionally simple and foolproof 
in its construction and operation, the ““Hot Rod” system 
is designed to meet your every requirement at your kind 


of price. 


All models of the Hot Rod unit cooler feature 
casings of hammered aluminum, and are equipped with 
built-in heat exchangers. A direct metallic contact between 
the heating elements and aluminum fins, means more 
complete, trouble free defrosting without wasting heat. 
The aluminum drain pan is heated electrically for posi- 


tive de-icing. 


There are nine sizes of McQuay Hot Rod systems, 
ranging in capacity from 3,000 to 32,000 Btu/hr at 10° 
T.D. See your McQuay wholesaler, or write McQuay Inc., 
1607 Broadway St. N.E., Minneapolis 13, Minnesota. 


: WAY w. 


AIR CONDITIONING « HEATING e REFRIGERATION ; 


Fully automatic 

Hot Rod System 
Unit Cooler defrosts 
- at predetermined 
intervals. 


8 SIZES 


3,000 to 32,000 


ELECTRIC DEFROST 
UNIT COOLER 


Btu/hr 
at 10° T.D. 
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Offer Permanent Filter 


@ A permanent filter for home 


and industrial furnaces and air 
conditioners is offered by Royal 
Filtered Air Products, Inc., Dept. 
AHERN, 110 W. 34th St., New 
York 1, N.Y. 

The “Arno” filter is constructed 
of aluminum and non-allergic ma- 
terial. When loaded with dust and 
dirt, it can be cleaned by immer- 
sion in, detergent and water or by 
a vacuum cleaner. 

The filters, which are made in a 
variety of sizes, are said to filter 
97% of the total volume of air. 


Redesigned Starter Said To Be 31% Smaller 


@ Said to be 31% smaller than 
the superceded model, its rede- 
signed size 3 magnetic starter 
provides greater compactness and 


more wiring room, according to | 


Furnas Electric Co. Dept. 
AHERN, 1000 McKee St., Batavia, 
Til. 


Available for 2, 3, or 4-pole ap- 
plications, it incorporates the new 
inherently trip-free thermal over- 
load relay with visual trip indica- 
tors. A simplified electro-magnet 


design includes encapsulated mag- | 


net coil with built-in terminals. 
Dual voltage frequency coils are 
standard to match 110/220 and 


220/440-volt 50 or 60-cycle motor — 


applications. 


“Efficient electro-magnet re- 
quires approximately 40% fewer 
volt amperes than superseded 
model,” the company said. “Large 
silver-cadmium oxide contacts 
provide maximum resistance to 
welding, arc erosion, and me- 
chanical wear. Contact replace- 
ment is practically eliminated. 
Pressure type wire terminals are 
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employed throughout the magnetic 
starter. 

“Field modification of the basic 
starter can be quickly performed 
through the use of kits. These in- 
clude start-stop pushbutton or 
selector switch, third overload 
relay, pilot light, and up to four 
auxiliary contacts.” 


More details on the products 
described on this page may be 
obtained by writing the manu- 
facturer at the address given 
in each story. 


Adds Seven Quartz 
Infrared Lamps 


@ The addition of seven T-3 
quartz infrared lamps to the cur- 
rent Westinghouse line makes a 
wide range of the lamps available 
from the company. 

The new lamps provide a broad 
selection for infrared applications 
such as comfort heating, industrial 
ovens, food warming, and elevated 
temperature testing, according to 
the Westinghouse Lamp Div., Dept. 
AH&RN, MacArthur Ave., Bloom- 
field, N. J. 

Three of the new lamps have a 
higher power rating than current 
types. These are: (1) the 2500T3 
rated at 2,500 watts and 460 to 


500 volts available in transluscent, | 


(2) the 2500T3/CL which has the 


same wattage and voltage rating 
4d 


as the foregoing type but is clear, 
and (3) the 3800T3 with a 3,800- 
watt and 550 to 600-volt rating 
and is translucent. 

One of the new lamps has a 
lower power rating than present 
models. It is the 375T3 which is 
rated at 375 watts and 115 to 125 
volts. This lamp is translucent. 

The three remaining new types 
of lamps have ratings of: 500 
watts at 105 volts for the 500T3 
lamp, 1,000 watts at 208 volts for 
the 1000T3, and 1,600 watts at 230 
to 250 volts for the 1600T3/1CL. 
The latter is clear while the other 
two are translucent. The 1600T3 
clear lamp is for use in elevated 
temperature testing. 


Frozen Food Case 


ae 


RAISE PROFITS 


with this new Du Pont power-cleaning unit for burnouts 


You can prevent costly call-backs on refrigeration burn- 
outs—just use this new portable unit designed by Du Pont. 
It does a fast, thorough first-time cleaning, by complete 
pressurized recirculation. And it uses Freon-11*, the most 


effective, selective solvent available for oil and grease. 

When you recharge the system, Du Pont’s improved 
light-weight ‘‘Zephyr’’ cylinders make that job a lot easier 
too. Both the burnout unit and the ‘‘Zephyr’’ can increase 
your profits and your reputation for good service. Ask 
your local air conditioning and refrigeration wholesaler 
who sells ‘‘Freon”’ for details. 


“FREON and F- followed by numerals are Du Pont's registered trademarks for its fluorocarbon compounds. 
**Patent Applied For 
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Another help on burnouts is 
Du Pont’s new Acidity Test Pa- 
per**. It tells you quickly and 
surely when the solvent in your 
hermetic burnout unit has be- 
come too acid for use. See your 
wholesaler for more details. 


® premium quality 
REFRIGERANTS 


FREO 


#46. u. 3. par OFF 


BETTER THINGS FOR BETTER LIVING... THROUGH CHEMISTRY 


THIS DOUBLE-ISLAND frozen food mer- 
chandiser has been introduced by Fried- 
rich Refrigerators, Inc., subsidiary of 
Ling-Temco-Vought, Inc., Dept. AH&RN, 
1117 E. Commerce, San Antonio, Texas. 
Six standard frozen food packages can 
be stocked in each row on either side. 
Ice cream may be displayed on one side 
and frozen food on the other. The mer- 
chandiser is available in 8 and 12-ft 
lengths with or without superstructures. 


Reach-In Features 
Controlled Air Flow 


@ A new “Victory V-line” re- 
frigerator model VS-74-S featur- 
ing controlled air flow has been 
announced by Victory Metal Mfg. 
Corp., Dept. AH&RN, Plymouth 
Meeting, Pa. 

Victory V-line may be equipped 
with the following: pull-out or 
stationary shelves, adjustable-type 
pan slides, pull-out or stationary 
meat rails, pull-out or fractional 
pan supports, and ball bearing 
drawers. 

V-line refrigerators are avail- 
able with half or full length doors 
in 1, 2, 3, and 4 sections in normal 
temperature refrigerators, warm- 
ing cabinets, or freezers in self- 
contained, remote, and “pass-thru” 
models. 


MIGHTY MITE 
PROTECTS 


OVERLOADS 
OVER VOLTAGE 
UNDER VOLTAGE 


2 
8 J SPROTECTORS 


MECHANICAL INDUSTRIES PRODUCTION CO. 
223 Ash Street Akron, Ohio 


SAA 3335/9468 
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DRUMATIC Model 90 


Skuttle Develops 
Home Furnace 


Drum Humidifier 


MILFORD, Mich. — Skuttle 


Dunham-Bush Bows All-Season System In 15-30 Ton Range 


WEST HARTFORD, Conn.— 
Both heating and cooling are 
provided by a new economical 
Dunham-Bush “All - Seasons” 
system, the (company = an- 


- nounced. 


“The flexibility of this new 


product permits its use in a 


wide range of buildings—shop- 
ping centers, medical clinics, 
bowling alleys, and many other 
single-story structures,” it was 
stated. 

“Important space savings are 


™ made possible in two ways: low- 


side equipment is suspended 
from the ceiling (conserving 
floor space); high-side compo- 
nents may be installed on the 
roof or in a room remote from 
the conditioned area. Through 
the use of ductwork it is possi- 
ble to condition partitioned 
areas or separate rc. ms. 
“Major components of the 


Ze 


Me Flow 


system-—‘HAH’ air handler and 
‘LSCU’ condensing unit — are 
tested, proven Dunham-Bush 
products . . . in combinations 
carefully engineered and 
matched for maximum perform- 
ance and economical operation. 

“Features of the system in- 
clude: 

“Packaged components elimi- 
nate expensive field installation 
costs. 

“Central control station pro- 
vides for remote operation. 

“Pilot light for visual check 
on performance. 

“AGA -approved gas - fired, 
warm air heating system. No 
gas lines in the conditioned 
area. 

“Final piping connections can 
be made outside the conditioned 
area.” 

“All-Seasons” systems are 
available in 16 different 
matched combinations. Range: 
15 to 30 tons’ cooling; 175,000 
Btuh to 450,000 Btuh heating. 


Mfg. Co. here has announced 
the development and manufac- 
ture of a new furnace humidi- 
fier that provides controlled 
humidity for small and large 
homes. 

Called the “Drumatic’”’ model 
90, the unit is mounted on the 
warm or cold air plenum of the 
furnace and is simple to install, 
the company said. 

‘It utilizes a polyurethane 
foam evaporating pad on a 
motor driven spoked drum 
which rotates in a pan of 
water,” Skuttle Mfg. explained. 
“The water level in the evap- 
orating pan is automatically 
determined by Skuttle’s single 
pivot float valve. The 24-volt 
moisture-sealed motor is fac- 
tory pre-set and uses only 5 
watts of electricity per hour.” 


How It Works 


Warm air is forced around 
and through the rotating drum, 


power to cool a clerical center 


Two Wagner® 900 hp motors utilize easily accessible 
low voltage power to drive centrifugal compressors 
in New York’s Interchurch Center 


One of the newest office buildings in the city, the 19-story Interchurch 
Center houses more than 2,000 workers. It is completely air conditioned... 
all 400,000 square feet of it. 


It’s a big job, powering the centrifugal compressors in a system that is 
designed to air condition that much space. A job usually handled by high 
voltage motors, but done here by two 900 hp Wagner® Type RP open type 
motors rated at 460 volts, 1750 RPM. They were specified to take advantage 
of an easily accessible low voltage power supply, and so eliminate the expense 
of running in a high voltage line. How do they perform under loads created 
by centrifugal compressors? Simply put, they operate at peak efficiency, 
day in and day out. 


Compact and dripproof, Wagner RP motors are packed with power and 
stamina. They’re the perfect drives for big pumps, fans, and blowers as well 


\ 


moisturized, and then sent out 
into the cold air plenum where 
it is recirculated throughout 
the heating system. The Dru- 
matic reportedly supplies ade- 
quate humidification for areas 
up to 3,000 sq ft or 24,000 cu ft. 

The manufacturer states that 
calcium deposits will form on 
the 1-in.-thick evaporating pad, 
thereby eliminating mineral 
dust in the air. When the pad 
becomes filled, replacement is 
“economical and simple.” The 
housing for the drum is made of 
aluminum with a plastic cover 
that can be opened for ease of 
accessibility. 


Humidistat Supplied 


“The unique method of oper- 
ation eliminates the need for an 
electric heating element,” the 
company said. “A Honeywell 
humidistat is standard equip- 
ment with the Drumatic and 
can be placed anywhere in the 
home for complete humidifica- 
tion control. 

“The capacity of Skuttle’s 
Drumatic is approximately 1 
gal. of water per hour. The Dru- 
matic comes complete with 
flexible pipe with collar at- 
tached, transformer and wire, 
the humidistat, water connec- 
tion, and copper tubing. The 
unit measures 10%c6 in. wide by 
10% in. high by 10% in. deep. 
Shipping weight is 12 lbs. 

R. Geisler, president of 
Skuttle Mfg. said that patents 
have been applied for on the 
Drumatic. 


as compressors. Built in frame sizes 504U through 962S, Wagner open type 
motors are available in ratings through 1000 horsepower. 


Want your motor application analyzed? Call your Wagner Sales Engineer. 
His recommendations, and Wagner motors, will serve you well. 


Wadsner Electric Corporation 


6441 PLYMOUTH AVENUE, ST. LOUIS 33, MO., U.S.A. 


Manufacturers of LOCKHEED*® Products 


THE INTERCHURCH CENTER 
Owner: The Interchurch Center 
Architects: 
Collens, Willis and Beckonert 
Vorhees Walker Smith Smith & Haines 


General Contractor: 
Turner Construction Company 
Mechanical Contractor: 

Raisler Corporation 
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What’: s Going On in 


_ Commercial Refrigeration oe 
News of Markets, Products, Methods 


23rd Dairy Industries Exposition 
Plans Sunday Opening for 1962 


WASHINGTON, D. C. — The 
23rd Dairy Industries Exposi- 
tion will be held in Atlantic 
City’s Conventional Hall, Oct. 
28-Nov. 2, 1962. This means the 
show will be open on a Sunday 
afternoon, instead of the tradi- 
tional Monday, and run through 
the following Friday. 

The announcement was made 
here before the 1961 joint ses- 
sion of Milk Industry Founda- 
tion and International Assn. of 
Ice Cream Manufacturers by 
the Dairy Industries Supply 


Assn., sponsor of the event. 

MIF and IAICM tradition- 
ally meet concurrently with the 
staging of the Dairy Industries 
Exposition by DISA. 

MIF in 1962 will meet Oct. 29 
through 31. It will have its 
headquarters in the Hotel 
Dennis, with provision for ad- 
ditional rooms in the Shelburne 
and Marlboro-Blenheim hotels. 

IAICM in 1962 will meet Oct. 
30 through Nov. 2, and will 
have its headquarters at the 
Chalfonte-Haddon Hall hotel. 


DISA members will have ex- 
clusive rights to rooms in the 
Traymore and Claridge hotels. 


All hotel rooms and motel 
rooms in Atlantic City will be 
pooled in a Central Hous- 
ing Bureau, and _ procedures 
for securing accommodations 
will be announced in the 
spring of 1962, Davison said. 
Neither members nor non- 
members of the convening as- 
sociations should try to make 


reservations until the official 
procedures have been an- 
nounced, it was stressed. The 


Atlantic City hotels and motels 
are under contract to accept 
only those reservations sent to 
them by the Housing Bureau. 


ditt Storage Temperature May 


Lengthen Shelf Life of Oranges 


MIAMI BEACH, Fla.—In a 
report to the Florida State 
Horticultural Society, a Uni- 
versity of Florida researcher 
says studies have shown that 
lower storage temperatures may 
lengthen shelf life of oranges. 

Dr. F. W. Hayward, assistant 
plant physiologist with the 
Citrus Experiment Station at 
Lake Alfred, says comparisons 
were made of fruit stored at 
70°F and 50°. 

The decay of oranges was 
greatly reduced by continuous 


Look 

beneath 
the surface 
if you’re 
interested in 
value 
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IN TYLER EQUIPMENT, THE VALUE IS BUILT-IN 


The shell game is fun for gamblers. 
But when it comes to investing in 
sales cases—a product that you ex- 
pect to be easy to install, inexpen- 
sive to service and that will sell for 
you at maximum efficiency for years 
—then you’d better look closer. 


Tyler sales cases bear close inspec- 
tion. Take the basic matter of con- 
struction, for instance. Did you 
know that most manufacturers are 
still using old-fashioned, unsanitary 
wood framing members? Tyler’s 
cases have been made of tough 


welded-steel for the past 25 years. 
Take a good look at the sales cases 
shown below. The built-in quality 
is typical of all Tyler equipment. 
Take a good look—then call Tyler 
when you want the highest quality 
with the lowest overall cost. 


REFRIGERATION CORPORATION 
| NILES, MICHIGAN. Canada: Tyler Equipment Sales Ltd . 732 Spadina Ave , Toronto, Ontario. (Export: 
Tyler Refrigeration international, C A, Apartado Postal 9262, Caracas, Venezuela, South America) 


Welded steel for uni- 
form strength. 


Foamed-in-place in- 
sulation at line 
entries. 


Snap-on ventilated 
base provides more 
pipeline space. 


EE 


pains 52 i052 = 


Lift-out bottom pans allow quick access to all refrigeration components. 


a 


Two Tyler Open Meat Sales Cases in Contip:ous lineup. 


Refrigerant tubing 
connections may be 
preassembled. 


Snap-in defroster 
and plug-in electri- 
cal connection 
sure efficiency. 


Tru-Line locking de- 
vice and Oscillock 
seal cases together. 


= | 


14 


refrigeration at 50°, according 
to Dr. Hayward. 

Effectiveness of fungicides 
and pre-cooling in the reduc- 
tion of decay was also increased 
by storing oranges at 50°. 

Continuous refrigeration also 
resulted in firmer fruit. And 
the gloss and firmness of 
oranges stored at 50° were 
greater than for those stored at 
Tors 

Fruit used in these experi- 
ments came from the groves of 
the Citrus Experiment Station. 
Tests were made at weekly in- 
tervals on each of three orange 
varieties—Hamlins, Pineapples, 
and Valencias. 

Counts of stem end rot, mold, 
and physiological peel injury 
were made at 10, 16, and 22 
days from packing to give a 
measure of keeping quality for 
the various samples. 

The benefits of continuous re- 
frigeration in reducing decay 
was clearly shown for all treat- 
ments, and when a fungicide 
was used, the decay after 22 
days at 50° was very low, it 
was reported. 


Elect 3 to Board 
Of Cordley & Hayes 


BIRMINGHAM, Mich. — John 
N. Lord, Ludwig Emde, and 
George S. Moule have been 
elected to the board of directors 
of Cordley & Hayes, New York 
City. Moule was also elected ex- 
ecutive vice president and treas- 
urer of the company. 

Lord was formerly president 
of Lee & Cady, Inc., wholesale 
grocer of Detroit, with whom 
he had been associated since 
1933. He is secretary and a 
member of the board of Temp- 
rite Products Corp. here. 

“Lud” Emde is president of 
Temprite Products, and Moule 
is vice president and treasurer 
of Temprite. 

Christopher M. Cordley, presi- 
dent of Cordley & Hayes since 
1928, and William J. Mays, vice 
president of the firm, have been 
re-elected to the board. 

Recently, assets of Cordley & 
Hayes were acquired by Temp- 
rite. 


THE BOSSMAN CONTROL (R) 
2 MODELS 


1. (a) Initiates refrigeration cycle on coil 
rise to Prox. 36° (lst stat) 

(b) Terminates normally on temperature 
satisfaction of fixture; (2nd stat is 
adjustable by the Boss) 

Terminates because of an iced up coil 
(3rd stat) 


(e 


Initiates and terminates via fixture 
temperature stat; is adjustable by the 
Boss 

If iced up coil, cycle terminated 
2nd stat 

(c) Initiates refrigeration cycle on coil rise 
to Prox. 36°—(3rd stat) 


2. (a) 


(b) via 


— Any temperature range — 


No relays, no pressure controls, no time 
clocks, Will maintain a 30° temperature pro- 
gram without electric or hot gas defrost; 
freezers with either. Patd. 1960 and sold on 
a 30 day money back guarantee. For details 


BOSSMAN CONTROLS CO. 


613 Washington Bivd., Chicago 6, Ill. 
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King-Seeley Finds Ice Maker Business 


Growing, Drops Its 


ANN ABOR, Mich. — King- 
Seeley Thermos Co.’s ice ma- 
chine business continues to 
grow, and new markets for this 
equipment — the “Scotsman” 
line — are continually being 
developed, A. N. Gustine, presi- 
dent, told stockholders in the 
1961 annual report. 

“The future is very bright for 
greater penetration into these 
broadening markets,” he point- 
ed out. 

Regarding over-all company 
operations, Gustine said the 
“lower level of general business 
activity, covering a period that 
closely coincided with our en- 
tire fiscal year from Aug. 1, 
1960, through July 31, 1961, 
was the foremost factor in caus- 
ing a sales decline from the 
previous year, from $79,037,885 
to $73,655,463. 

“All of our product lines were 
affected by the general slowing 
down of business, although a 
few showed sales gains in the 
face of it. Our total sales vol- 
ume was further reduced by our 
dropping two product lines dur- 
ing the year. 

“We went out of the fan 
business. . . . The fan market 
is a declining one, largely be- 
cause of the inroads of room air 
conditioners and central air 
conditioning. .. . 

“We also dropped our oil and 
gas space heater lines. ... As 


Bassett Manages 
Barrett Foam Sales 


NEW YORK CITY—John L. 
D. Bassett has joined Allied 
Chemical’s Barrett Div. as man- 
ager, product sales - foam insu- 
lation, it has been announced 
by G. Peter Oldham, vice presi- 
dent for marketing. 

Bassett will be responsible 
for the development of market 
programs and distribution chan- 
nels for Barrett’s  recently- 
introduced rigid urethane foam 
products in the cold storage, 
transportation, original equip- 
ment, and allied fields. 

Prior to joining Barrett, he 
had been with the Industrial 
Insulation Div. of Pittsburgh 
Corning Corp. and manager of 
national accounts with Phillip 
Carey Corp. 


Vann Engineering Moves 


SAN FRANCISCO — Vann 
Engineering has moved from 
420 Market St. to Lafayette, 
Calif., in the east bay where it 
has larger offices at 1080 Carol 
Lane. New telephone is 284- 
7171. 

The firm designs and installs 
engineered air conditioning and 
heating systems. 


DISPLAY CASES 


more dally 
sales and 
profits. 


Territories for distributors and 
manufacturers’ agents. 


For a tree Master Catalog write to Dept. N, 


Howard Refrigerator Co., Inc. 
Grant Ave. and Blue Grass Rd., Phila. 15, Pa. 


Fan, Heater Lines 


in the case of fans, the market 
for our space heater line is a 
declining one, and its future 
does not, in our judgment, justi- 
fy our being in it.” 

Gustine said that with the 
decline in sales volume, together 
with the additional factor of 
expenses involved with the 
merger last December with The 
American Thermos Products 
Co., combined earnings declined 
from the previous year’s 
$3,238,998 to $2,585,459. 


The company’s finances, he 
stated, “remain in a healthy 
condition.”’ Working capital in- 
creased from $23,649,420 to 
$24,091,745. Inventories were 
reduced from $15,521,949 to 
$14,456,034. 


1961 


Hilson’s Robot Ice Vendor Opens 
Bag, Measures, Dispenses Ice 


CINCINNATI—Hilson Indus- 
tries here has announced the 
introduction of its “Robot” 
automatic ice vendor which it 
said has been field tested for a 
year and a half. 

The machine opens the bag, 


fills, measures, and dispenses 
the ice. 
Specifications include; bag- 


ging mechanism capacity up to 
200 bags per day; adjustable to 
vend from 5 to 15-lb bags; 
manufacturing capacity of 
model #400, up to 400 Ibs per 
day; model #800, up to 800 lbs 
per day, plus additional 1,400-Ib 
storage per day. 

Other features: heavily insu- 
lated; large ice storage bin built 
of “Lastinglas” or stainless 
steel; exterior of fiber glass and 


HILSON’s 


“Robot” 


+ 


renee 


: 24 Hour SERVICE 


ice 


enameled metal in blue, yellow, 
and white; fluorescent lighted 
panel in door; refrigerating sys- 
tem 12 hp, automatic defrost; 
electrical system — 200-volt 1- 
phase cycle. 


Waters Directs Sales 
Of Vendomatic Unit 


MONTREAL, Que., Can. — 
Brigadier F. C. Wallace, presi- 
dent of Vendomatic Services, 
Ltd., has announced the ap- 
pointment of C. B. Waters as 
marketing director of Vendoma- 
tic’s flake-ice machine program. 

Waters was one of the pio- 
neers in the field of both manu- 
facturing and distribution of ice 
making equipment, it was noted. 
He leaves his own distribution 
business to head up this new 
and expanding market for 
Vendomatic Services, the an- 


will dispense up to 200 bags per day. Nouncement said. 


.../ can get just the fin spacing, 


* a 


‘tng hae 


tonnage and CFM | want.” 


Now, Halstead & Mitchell gives you a choice of 6, 7, 8 or 10 fins 
per inch . . . makes it much easier to match a central fan-coil unit 
to a particular job or to meet specifications. 


And look what else H&M offers: a selection of three coil face areas 
for each model; direct expansion or chilled water cooling coils (1 
to 8 rows) ; hot water, standard steam or non-freeze steam heating 
coils (1 or 2 rows) ; cooling capacities of 3 to 92 nominal tons with 
880 to 47,750 CFM; Turbu-Flo coils arranged for right or left- 
hand connections; horizontal or vertical mounting for discharge in 
any direction . . . and every accessory item you need to simplify 


your installation. 


Why don’t you check H&M Central System Air Conditioners? 
Call your wholesaler or write for Bulletin AHU-100. Halstead 
& Mitchell Co., Dept. #114 Bessemer Bldg., Pittsburgh 22, Pa. 


Central System Air Conditioners - Air-Cooled Condensers - Cooling Towers - Water-Cooled Condensers 


HM central system 
~:, air conditioners 
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Commercial Refrigeration 


Air 


Virgin Islands Firm Delivers Ice Cream 


With Walk-In Mounted on Sea-Going Boat 


ST. THOMAS, Virgin Islands 
—Delivering ice cream by a sea- 
going boat certainly is unusual 
but it is a regular activity of 
Calypso Ice Cream, Inc. here. 

“In fact, the whole operation 
of Calypso is unique,” according 
to a report by Bally Case & 
Cooler, Inc. ““To begin with, the 
total of all dairy herds on St. 
Thomas is not sufficient to sup- 


PAULINE, seagoing vessel 
of Calypso Ice Cream, Inc., 
delivers ice cream to many 
cities in the Virgin Islands. 
Bally walk-in, mounted on 
open deck, holds tempera- 
ture at 40°F for delivery of 
milk to ice cream plant, and 
is then set to hold tempera- 
tures of -5° for delivery of 
ice cream. 


ply the milk requirements of 
the inhabitants. To secure the 
additional milk needed and to 
provide the necessary mix to 
make ice cream, Calypso has a 
specially equipped boat which 
makes two or three trips week- 
ly from St. Thomas to Fajardo, 
Puerto Rico, a distance of 60 
miles. 

“At Fajardo they pick of 


1,750 qts of fresh milk in paper 
containers, which are stored in 
a Bally walk-in located on the 
deck of the ship. Temperature 
in the walk-in is maintained at 
40°F for the 54-hour crossing 
back to St. Thomas. 

“While the milk is being 
loaded, 500 gals. of ice cream 
mix is being pumped into insu- 
lated stainless steel tanks lo- 
cated below the deck of the 
boat. 

“When the Calypso boat, 
Pauline, arrives. back in St. 
Thomas, the milk is delivered 
to the Virgin Island Sales Co. 
for distribution throughout the 
island. The boat then proceeds 
to the private dock at the 
Calypso ice cream manufactur- 
ing plant where permanent fa- 
cilities exist for pumping the ice 
cream mix direct from the in- 
board tanks to their modern 
plant.” 

Each weekend the tempera- 


ture in the special walk-in on 


Cut Idle 


Time This Winter 


either or both adhesives 


DON’T HOLD UP LAGGING JOBS 
FOR HIGHER TEMPERATURES 


Use CLAIR COAT Lagging Adhesive 


for fast lagging even in a damp 40° F. 
And if CLAIR COAT should freeze solid, it is still usable 


Other CLAIR COAT Advantages: 

FAST SETTING — sets almost immediately 
NONFLAMMABLE — fire retardant film 

STRONGEST PERMANENT BOND — by comparative tests 
STEAM PROOF — WATER PROOF — VERMIN PROOF 


NON-TOXIC — ONE COAT NEEDED — Fine appearance 
— easily washable — long lasting 


Also-NEW ST. CLAIR LAP SEALING ADHESIVE #45007 
MANY IMPORTANT ADVANTAGES — write for prices — samples of 


ST. CLAIR RUBBER CO. 
Empire Building, 107 Clifford @ Detroit 26, Michigan 


the Pauline is lowered from 40° 
to -5°. It is then loaded with 
ice cream products for distribu- 
tion to other islands in the 
Virgin Island group. 

The first stop is at St. John, 
the smallest of the American 
Virgin Islands and home of 
Caneel Bay Plantation, a large 
resort hotel. Here ice cream for 
both the hotel and the local 
population is dropped off. 
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Pauline then proceeds 25 
miles eastward to Tortola, 
which is the largest of the 
British Virgin Islands. In Tor- 
tola, Calypso has a distributing 
plant equipped with a Bally 
walk-in freezer for ice cream 
storage. Here they unload, each 
week, sufficient ice cream for 
ultimate distribution to the 
7,000 inhabitants of the island. 

The walk-in is mounted on 
the open deck of the Pauline. 
Its design was worked out by 
the Bally engineers in coopera- 
tion with Jack Lachelle, presi- 


dent of Calypso. It is complete- 
ly stainless steel clad, both 
inside and outside, and is insu- 
lated with 7 in. of “Styrofoam.” 
“The refrigeration system is 
quite unusual and was planned 
by Lachelle,” the report said. 
“It permits the maintenance of 
a 40° temperature for those 
days when the walk-in is used 
for milk storage; however, with 
a few simple adjustments the 
temperature can quickly be run 
down to -5°, making it highly 
efficient for the ice cream de- 
livery trip of the Pauline.” 


Beverage-Air Names 3 Regional Mgrs. 


SPARTANBURG, 8S. C. — 
The Special Products Div. of 
Beverage-Air Sales Co., manu- 
facturer of beverage cooling 
equipment, has named three 
regional sales managers, it was 
announced by Herman L. Buff- 
ington, president. 

They are Lee S. McLeod, 
Shaker Heights, Ohio; Eugene 
D. Willingham, Charlotte, N. C.; 
and James B. Jack, New York 
City. 


McLeod, a former Westing- 
house executive, will direct 
sales activities in Ohio and 
western Pennsylvania. Willing- 
ham, who has been associated 
with the beer industry for 
many years, will manage the 
southeastern region, including 
Florida, Georgia, South Caro- 
lina, North Carolina, and Ten- 
nessee. 

The Metropolitan New York- 


Long Island-northern New Jer- 


ALLEN-BRADLEY 
CONTROL RELAYS 


e Five times longer life 
e Ten times greater reliability 


TYPE B general pur- 
pose relay with up to 
8 poles in various con- 
tact arrangements. 


air conditioning system. 


for complete details today. 


9 With their many advanced 
features, these Bulletin 700 re- 
lays provide even more millions 
of trouble free operations to in- 
sure the dependability of your 


The rugged structural design 
increases mechanical life at 
least 5 times. A unique contact 
motion provides 10 times great- 
er electrical reliability. And the 
price is the same! Please send 


TYPE BX universal re- 
lay provides both nor- 
mally open and nor- 
mally closed contacts. 


Allen-Bradley Co., 1313 S. First St., Milwaukee 4, Wis. 
In Canada: Allen- Bradley Canada 'Ltd., Galt, Ontario 


we ALLEN-BRADLE} 


Member of NEMA 


- Quality Motor Control 
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“sey area sales will be directed 


Crystal Tips Reps. 
Named In 3 Cities 


MINNEAPOLIS — American 
Automatic Ice Machine Co. has 
announced the appointment of 


“Crystal Tips” representatives 
in six cities. 

They are: Roger’ Burns, 
Beloit, Wis.; Wa-Co Sales 


Agency, Oklahoma City; H. W. 
Baker Co., Burlingame and 
Inglewood, Calif.; Weeks & Co., 
Brookline, Mass.; John L. 
Nameth, Rochester, N. Y. 


by Jack, a former executive 
with Continental Can Corp. 

Beverage-Air’s Special Prod- 
ucts Div. has recently begun 
the manufacture of the new 
“Bar-Mobile,” a mobile refrig- 
erated unit for dispensing draft 
beer, it was noted. A smaller 
model for home use will be in 
full production soon. The divi- 
sion also directs the marketing 
of the “Sociable Cooler,” a 3.5- 
cu ft portable _refrigerator- 
cooler for homes and offices. 

Buffington said that several 
other new units, now in the de- 
velopment stage, are soon to be 
announced to the trade. 

He added that the newly- 


appointed personnel will form | 
the nucleus of Beverage-Air’s | 


expanded sales force. Soon to 
be named are district managers, 
to work under the supervision 
of the regional managers, and 
several more regional managers 
for other sections of the United 
States. 


NEWS readers are invited 
to write to the editor giving 
their opinions on any subject 
of interest to the industry. 


>— 
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Defrostacr COIL wra 


EXCLUSIVE PATENTED 


Automatic Electric 
Defrost = 


DEFROSTS AUTOMATICALLY 


FOR iow TEMPERATURE ROOMS, 


FOOD STORAGE, FOOD FREEZI 
ICE CREAM STORAGE INDUSTR 
LOW TEMP. APPLICATIONS. 
Witt exclusive Defrostair patented . 
Heat Trap coll requires only a low 
cost single pole, double throw 
time clock for complete automatic 
defrosting. Easy low cost installa- 
tion. Requires no re-evaporation 
or ‘special plumbing. Completely 
automatic. Available in 21 models 
ye He in thy ne ceneeres from 


10° 
today a pane Rd Witt Catalog. 


A. H, COMPANY, INC. 


940 N. Sycamore Ave., 
Los Angeles 38, Calif. 
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Ari Elects Russell Gray President, Adds 
3 Vice Presidents at Hot Springs Meeting 


HOT SPRINGS, Va.—Russell 
Gray, president of Carrier Air 
Conditioning Co., was elected 
president of the Air-Condition- 
ing & Refrigeration Institute at 
its annual meeting here. 

He succeeds R. K. Serfass, 
manager of Westinghouse Elec- 
tric Corp.’s Air Conditioning 
Div., and had been a vice presi- 
dent of ARI for the past two 
years. 

Other newly-elected officers 
include four vice presidents: 
Joseph B. Elliott, president of 
York Div., Borg-Warner Corp.; 
Thomas Hancock,’ executive 
vice president, The Trane Co.; 
B. E. James, president, McQuay, 
Inc.; and John W. Norris, presi- 
dent, Lennox Industries, Inc. 

L. N. Hunter, director of en- 


gineering of the Plumbing, 
Heating, and Air Conditioning 
Group, Crane Co., and F. J. 
Kreissl, president, American- 
Standard Controls Div., both 
were re-elected vice presidents. 

Under a recent change in its 
hy-laws, the institute will have 
six instead of three vice presi- 
dents. 

W. H. Aubrey, president of 
Frick Co., was re-elected treas- 
urer. 

In addition to the officers, six 
new members were elected to 
ARI’s board of directors, and 
two incumbents were re-elected. 

The new members are George 
R. Allen, vice president, Super- 
ior Valve & Fittings Co., repre- 
senting the Valves, Driers, Fit- 
tings and Accessories Section of 


tions: 


1961 


ARI; George T. Costello, presi- 
dent, National Heater Co., Inc., 
representing the Non-Residen- 
tial Warm Air Heater Section; 
James H. Manecke, vice presi- 
dent, Ranco, Inc., representing 
the Temperature Controls Sec- 
tion; L. L. Willis, chief engi- 
neer, Thermo King Corp., rep- 
resenting the Mobile Refrigera- 
tion Section; and William P. 
Balthrop, president, Airtemp 
Div., Chrysler Corp., and H. T. 
Jarvis, president, Recold Corp., 
directors at large. 

. Elliott of York was elected to 
succeed himself as a director at 
large, and Hancock was elected 
to succeed himself as represen- 
tative on the board for the 
Centrifugal Liquid - Chilling 
Packages Section. 

Continuing members of the 
ARI board of directors, whose 
terms of office expire one and 
two years hence, include: 

Representing Product - Sec- 
L. P. Benua, executive 


HERE’S WHY— 


Do not disassemble this 
Valve for solder installation 


Exclusive heat-stop barrier 
transfers only 1/13 solder 


heat to valve 


Solder installations with new Imperial 680 Series Diaphragm 
Valves are quicker—save you important time and money. Tube 
extensions on most sizes have a special nickel barrier that keeps 
heat at the soldering point. Valves stay cool—soldering is com- 
pleted faster. No need to disassemble or wet pack these valves. 


BETTER PERFORMANCE, T00! 


New Imperial valves have two metal diaphragms; a lower dia- 
phragm of stainless steel for corrosion resistance and an upper 
one of beryllium copper to withstand wear from the stem. Special 
heat-stabilized nylon seat is engineered to provide longer, more 
reliable performance at high temperatures. 

Made of rugged forged brass, these valves are compact space 
savers—will fit many places others won’t go. Flare and solder 
connections in sizes 4" to 1%" O.D. For more information, ask for 


Bulletin No. 112-REF. 


IMPERIAL 


Imperial-Eastman Corporation General Offices: 


EASTMAN 


6300 West Howard Street, Chicago 48, Illinois 


Imperial-Eastman Corporation (Canada) Ltd., Barrie, Ontario 
imperial-Eastman, $.A., Apartado Postal 26544, Mexico 13, D.F. 


vice president, Ebco Mfg. Co., 
Water Cooler Section; Rudy 
Berg, vice president, Copeland 
Refrigeration Corp., Reciprocat- 
ing Compressors and Condens- 
ing Units Section; E. W. Er- 
vasti, manager of marketing, 
Wolverine Tube Div., Calumet 
& Hecla, Inc., Tubular Products 
Section; James, Air Condi- 
tioning Heat Transfer Products 
Section; D. V. Petrone, Typhoon 
Air Conditioning Div., Hupp 
Corp., Unitary Air-Conditioner 
Section; George A. Schnier, na- 
tional sales manager, American 
Potash & Chemical Corp., Re- 
frigerants, Lubricating Oils & 
Chemicals Section; A. L. Topp, 
vice president and general man- 
ager, Heating and Air Condi- 
tioning Div., Controls Co. of 
America, Flow Control Valves 
Section; H. Blake Thomas, vice 
president, Bohn Aluminum & 
Brass Corp., and general man- 
ager, Danville Div., Refrigera- 
tion Heat Transfer Section. 
Directors at Large: Aubrey; 


THIS MONEY MAKING 
SHELVING FRANCHISE 
NOW AVAILABLE 
TO QUALIFIED 
DISTRIBUTORS 


Now Perma-Steel is going 
national exclusively through 
distributors. You can qualify 
for this profitable franchise in 
your territory if your organiza- 
tion sells and services retail 
stores. This easy-to-sell and 
easy-to-install “Adjust-a- 
Magic” display shelving is tops 
for supermarkets and discount 
stores as well as paint, hard- 
ware, liquor, variety, toy, drug, 
bakery and food stores. 


You will be backed with 
many sales tools plus a high 
powered action-getting national 
advertising and promotional 
campaign. Write today for com- 
plete details. 


PERMA-STEEL, INC. 
655 Atkins Ave. Brooklyn 8, N. Y. 


Cecil Boling, president, Dun- 
ham-Bush, Inc.; Gray; Hunter; 
Kreiss]; C. W. Moeller, man- 
ager, Air Conditioning Dept., 
General Electric Co.; Norris; 
and T. W. Rundell, vice presi- 
dent, Tecumseh Products Co. 


NEWLY-ELECTED ARI OFFICERS: 
John W. Norris, Byron E. James, 
L. N. Hunter, Russell Gray, Joseph 
B. Elliott, and W. H. Aubrey. 
Thomas Hancock and F. J. Kreissi 
were not present for picture. 
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PATENTS 


Week of July 11 
(continued) 


2,991,930. ROTARY COMPRESSOR 
HA 


In a rotary compressor comprising a 
casing having a cylindrical pumping 
chamber including a front and rear 
face, said cylindrical pumping cham- 
ber having a ledge means formed on 
the bottom portion thereof, inlet and 
outlet openings in said cylindrical 
pumping chamber and disposed on op- 
posite sides of the adjacent said ledge 
means, a rotor having slidable vanes 
therein and eccentrically mounted in 
said casing to abut said ledge means, 
said vanes beginning to expand on 
the portion of said ledge means adja- 
cent said suction inlet and beginning 
to contract to closed position at the 
portion of said ledge means adjacent 
said discharge outlet, a recess in 
said cylindrical pumping chamber... . 


2,991,937. AIR BLENDER. James D. 


rs ; 

1. An air blender for controlling the 
temperature in a conditioned space 
comprising a casing, a hot air supply 
conduit and a cold air supply con- 


PO OOeerre 
HOTTEST SELLER 
in the home-cooling line! 


GET RICH 


MULUMUKER 


ATTIC FAN WITH 
ALUMATTIC SHUTTER 


© Top CFM ratings, size for size 


© Rubber-mounted motor, bearings, 
chassis 


Quiet, efficient operation 

Easiest, quickest installation 

Gray hammertone, red enamel! biades 
Guaranteed 5 years (motor, 1 year) 
Priced for your profit 


Precision-engineered by 


PHIL RICH FAN MFG. CO., INC. 


FAirfax 3-9181 
2900 CAROLINE « HOUSTON 4, TEXAS 
ee eae 


duit connected to said casing, means 
forming a mixing chamber in said 
casing, an exhaust opening in said 
casing and communicating with said 
mixing chamber, a damper member 
rotatably mounted in each of said 
conduits. .. . 


2,991,931. REFRIGERATING APPA- 
RATUS. Robert Galin, Dayton Ohio, 
assignor to General Motors Corp., De- 
troit, Mich. 
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1. In combination, a _ casing, a 


motor in said casing, a compressor in 
said casing, said motor and said com- 
pressor having a common shaft in- 
cluding an _ eccentric portion, said 
compressor having a compression 
chamber comprising a pair of end wall 
members and an outer peripheral wall 
member sandwiched between said end 
wall members, an impeller supported 
by said eccentric portion and disposed 
in said chamber, means forming inlet 
and outlet ports communicating with 
said compression chamber, means for 
discharging compressed gas leaving 
said compressor into the space be- 
tween said casing and said compres- 
ae f,'s 


Week of July 18 


2,992,542. ICE FORMATION CON- 
TROL FOR AIR CONDITIONING 
SYSTEMS. Robert A. Arthur, Palos 
Verdes Estates, Calif., assignor to The 
Garrett Corp., Los Angeles, Calif. 

5. In an air conditioning system 


having means for cooling air to be 
conditioned: conduit means for con- 
ducting conditioned air from said cooil- 
ing means to an enclosure; ice accu- 
mulating means in said conduit means; 
first duct means for supplying hot air 
to said conduit means; first valve 
means in said first duct means; means 
responsive to the pressure drop across 
said ice accumulating means for modu- 
lating said first valve means when ice 
accumulates on said ice accumulating 
means; second duct means for supply- 
ing hot air to said conduit means; 
second valve means in said second 
duct means; and means for modulat- 
ing said second valve means in re- 
sponse to enclosure temperature varia- 
tions. 


2,992,541. REFRIGERATION CON- 
TROL SYSTEM. Myer 5S. Sutton, 
Minneapolis, Minn., assignor to 
Thermo-King Corp., 

Minn. 

7. A method of establishing a sub- 
stantially constant temperature with- 
in an enclosed space, comprising the 
steps of providing heat exchange with 
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respect to said space at a relatively 
high rate when the space temperature 
is at a substantial variance with a pre- 
of 


determined degree temperature 


until the space temperature is in sub- 
stantial conformity with said predeter- 
mined degree of temperature, and then 
maintaining said space temperature at 
a degree approximating said predeter- 
mined degree by continuously and al- 
ternately heating and cooling said 
space at a reduce rate to temperatures 
approximating said predetermined de- 
ae 


1. A refrigerating machine com- 
prising an upper casing, a lower cas- 
ing in sealed engagement with said 
upper casing, a wall separating the 
space of said upper casing from the 
space of said lower casing, refrigerant 
fluid in said upper and lower casings, 
a motor sealed in said upper casing, a 
centrifugal impeller rotatably mounted 
in said upper casing and operatively 
connected to said motor to be rotat- 
ably driven thereby, said centrifugal 
impeller having an inlet arranged to 
receive refrigerant fluid from said 
lower casing through an opening in 
said wall and to discharge said refrig- 
erant into said upper casing, a con- 
denser in said upper casing, an evap- 
orator in said lower casing, means for 
conducting refrigerant liquid from 


Editor’s Note: Patents de- 
scribed here have been se- 
lected from the “Official Ga- 
zette” of the United States 
Patent Office. They offer only 
a brief summary of each in- 
vention. In some instances 
only the first part of the 
digest is presented. 


2,992,545. REFRIGERATING APPA- 
RATUS. Harry W. Walker, Kitchener, 
Ont., Can., assignor to General Motors 
Corp., Detroit, Mich. 


oo 


1. In a heat exchanger, a laminated 
plastic element having a continuous 
open channel formed between the 
laminations being heat sealed to one 
another throughout the non-passage 


areas, and a metalized coating on one 
of said laminated layers. 


1. A system for controlling the 
energization of the electrodes of an 
electrostatic precipitator having al- 
ternating voltage supply connections 
comprising voltage varying means in- 
cluded in said connections, an inte- 
grating device for producing a direct 
output voltage in response to a rela- 
tively high frequency of input pulses 
and a direct output voltage of oppo- 
site polarity in response to a relatively 
low frequency of input pulses com- 
prising a source of control voltage, a 
network having an input connected to 
receive a control voltage from said 
source and an output... . 


(To Be Continued) 
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2,992,546. INLET STRUCTURE FOR 
RBEFPRIGERANT EVAPORATOR. Har- | 
old FP. Simmonds, Jr., Columbus, Ohio, 
assignor to Westinghouse Electric 
Corp., East Pittsburgh, Pa. 


2. In a refrigerating system, a sheet 
metal evaporator structure having a 
refrigerant tube bonded to said sheet 


throughout substantially the length 
of the refrigerant tube, said refriger- 
ant tube having a portion thereof ad- 
jacent the inlet end thereof free of 
said sheet, and a capillary tube for 
conveying refrigerant to said evapo- 
rator, said capillary tube being joined 
to the inlet of said refrigerant tube 
and having a continuous, free portion 
thereof extending within and through 
said inlet portion of said refrigerant 
tube and terminating in a portion of 
said refrigerant tube which is bonded 
to said sheet. 


REFRIGERATION 


AIR CONDITIONING 
ELECTRIC MOTORS 


SUPPLIES 


‘ae i . 
, pe. 
Ps: ia, 


a : 
<> il ie. 
— eee 


eu 


iA nae, re 


2,000 


ae 


. yr Fr 
WHOLESALE sURE SERVICE DIFFERENT 
ONLY aanichons =o ITEMS 
We sell you—nof Mail, Phone or In Stock— = 
your customers — - the Counter § World’s Biggest — 
. a ; ad ‘Selection — 


fe , 
es 


if anyone can fill your order with careful speed it’s 
Harry Alter . . . Six warehouses with over 110,000 square feet 
of floor space—a million dollar inventory including those hard 
to find but vital parts you need for special jobs! 

We're as near as your phone or mail box—and we ship more 
than 90% of our orders the same day we receive them. 


Phone or write now. Let us show you why we have become the 
largest exclusive distributor of refrigeration supplies. 


The HARRY ALTER CO., Inc. 

2399 South Archer Ave.—Chicago 16, Ill. 
134 Lafayette St.—New York 13, N. Y. 

2332 Irving Bivd.—Dallas 7, Texas 

695 Stewart Ave., $.W.—Atlanta 10, Ga. 
FREE PARKING — FAST SERVICE 


CLASSIFIED ADVERTISING 


RATES for “Positions Wanted” $7.50 
per insertion. Limit 50 words. 15¢ per 
word over 50. 

RATES for all other classifications 
$10.00 per insertion. Limit 50 words. 
20¢ per word over 50. 

ADVERTISEMENTS set in usual 
classified style. Box addresses count 
as five words, other address by actual 
word count. Please send payment with 
order. 


POSITIONS AVAILABLE 


MANUFACTURERS’ REPRESENTA- 
TIVES—Opportunity to represent lead- 
ing refrigeration product to the 
wholesale trade, OEM and chain ac- 
counts. We are interested only in men 
with background and experience who 
desire to form a lasting relationship 
with a well established highly rated 
electronics firm. When replying please 
include all important information re- 
garding yourself and background. 
Write to: Herman Meyer, V.P. FED- 
ERATED ELECTRONICS, INC. DRI- 
FREEZ Division, 134-20 Jamaica Ave., 
Jamaica 18, New York. 


BIG MONEY opportunity exists for 
experienced salesmen on packaged and 
applied equipment lines of old estab- 
lished air conditioning and refrigera- 
tion equipment manufacturer. Prime 
territories available to qualified manu- 
facturers’ representatives. For confi- 
dential interview arrangements send 
resume to BOX A688, Air Conditioning, 
Heating & Refrigeration News. 


AN EXPERIENCED, successful sales 
engineer wanted by an old established 
York distributor in central Massachu- 
setts. The qualified man will be in 
charge of this department. This is a 
permanent position with unlimited 
possibilities with a wealth of old, sat- 
isfied customers to work on. BOX 
A6907, Air Conditioning, Heating & 
Refrigeration News. 


SERVICE MANAGER. Old line Chi- 
cago service company with large num- 
ber of servicemen needs experienced 
service manager with ambition. Must 
be experienced in employment, train- 
ing, administration in _ refrigeration 


and air conditioning to 100 tons. Also 
heating. $10,000.00 year to start. Send 
complete resume. BOX A6917, Air Con- 
ditioning, Heating & Refrigeration 
News. 


AIR CONDITIONING, refrigeration 
and heating contractor needs young, 
ambitious, energetic, capable engineer- 
salesman with Chicago clientele among 
general contractors, architects, engi- 
neers, and users. Large, long estab- 
lished organization with full installa- 
tion and service facilities. Ability and 
hard work will pay $12,000 to $20,000 
per year. BOX A6918, Air Conditioning, 
Heating & Refrigeration News. 


COPYWRITER WITH background in 
heating, refrigeration fields to write 
technical and promotion copy on auto- 
matic controls. Location, north central. 
Send resume and salary requirements 
to BOX A6921, Air Conditioning, Heat- 
ing & Refrigeration News. 


EQUIPMENT FOR SALE 


ATTENTION REFRIGERATION Serv- 
icemen. Send for catalog listing values 
in refrigeration and air conditioning 
parts, relays, capacitors, compressors. 
Savings up to 50% WALTER W. 
STARR, 2833 Lincoln Ave., Chicago 13, 
Illinois. 


MISCELLANEOUS 


“KEY TO Air Conditioning” by James 
J. LaSalvia unlocks the door to profits 
in commercial, institutional, and indus- 
trial air conditioning. Available in 
three volumes K-1, K-2, and K-3 at 
$2 each. See your wholesaler or order 
from BUSINESS NEWS PUBLISHING 
CO., Dept. B, 450 W. Fort, Detroit 26, 
Mich. 


ATTENTION MANUFACTURERS: Do 
you need representation for your prod- 
uct, sales or service, in the greater 
Detroit metropolitan area? Approxi- 
mate fifty mile radius. Why have the 
expense of sending a representative 
into the area? We have competent 
sales engineers and technicians to 
serve your customers effectively. BOX 
A6922, Air Conditioning, Heating & 
Refrigeration News. 
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Air Conditioning, Heating & Refrigeration News, November 27, 1961 


Announcing 


December 4 is “First-of-Four” 
Exposition Issues 


The News has designated four issues for special 
show promotion and coverage. Exposition 
exhibitors can find no better means to gain the 
best possible results from their exhibit than 
to advertise in each of these iesues. . . . Pre-sell 
your prospects .. . remind them of your booth 
number . . . invite them to visit it in the 
two issues preceding the show. 


Use the SHOW ISSUE to assure attendees 
where you are and what you've got for them 
to see. 


Take advantage of the Post-Show issue to keep 
your exhibit and products clearly in the minds 
of your prospects. 

In addition to those attending the show all 
regular News readers, who aren’t able to attend 
the Exposition, will be eagerly scanning these 
show emphasis issues as the next best thing to 
attending the exposition. 


The NEWS four-point-issue dates: 


DECEMBER 4, 196] Preliminary informa- 


tion on the Show... 


JANUARY 8, 1962 Traditional ‘‘Pre- 


Show” issue. Complete 
preview of individual 
exhibits. 


FEBRUARY 12, 1962 The Show Issue. 
FEBRUARY 26, 1962 


The Post-Show Issue. 
Complete wrap-up of 
Show-Week activities. 


Last Forms close 12 days preceding date of issue. 


AIR CONDITIONING 
HEATING & REFRIGERATION 


The Newspaper of the Industry D)\\/, 
VAY, 
i 


450 WEST FORT STREET e DETROIT 26, MICHIGAN 


The newspaper that carries more advertising by far than any other publication in the field. 


Take Advantage of these Special NEWS Merchandising Services. 


1. Extra copies of the News issue in 
which your advertisement appears 
can be sent to your select cus- 
tomers and prospects. A special 
bargain price is available for any 
of the four promotion issues—only 
twenty cents per copy. 


2. Reprints of your advertisement 
are available at cost. Simply ask 
your NEws representative or write 


DETAILS 


ru ews A POINT PLAN 


FOR EXHIBITORS AT THE 12th EXPOSITION OF THE 
AIR CONDITIONING, HEATING @ REFRIGERATION INDUSTRY 


to the News Merchandising De- 
partment for a quotation. 


3. Additional merchandising services 
are available upon request. Your 
local representative has complete 
details. But to be sure that you 
have your complete program in 
time for the show, please contact 
him well in advance. 


12th National Exposition Air Conditioning Heating & Refrigeration Industry 


WHEN: February 12-15, 1962 
WHERE: Los Angeles, California, 
Great Western Exhibit Center 
Exhibit Hours: 
February 12 2 P.M. to 10 P.M. 
February 13 10 A.M. to 6 P.M. 
February 14 10 A.M. to 6 P.M. 
February 15 10 A.M. to 4 P.M. 
SPONSOR: ARI. Cooperating associ- 
ations: ARW, RACCA, RSES, NWA- 
HACA, NHAW, and WACIA. 
WHO WILL ATTEND: Industrial and 


commercial buyers, contractors, deal- 


ers, distributors, wholesalers, manufac- 
turers and engineers from every phase 
of the industry. It will be the first 
National show of this magnitude to be 
held west of Chicago. 


HEADQUARTERS HOTELS: Bilt- 
more and Statler Hilton. Reservations 
should be made through ARI 12th 
Exposition Housing Bureau, 404 South 
Bixel St., Los Angeles 54, California. 


SHOW DIRECTOR: George E. Mills, 
1346 Connecticut Ave., Washington 6, 
D. C.—Telephone COlumbia 5-0405. 


Special Show Issue Distributed at the Show. 


Most important of all—be sure your 
advertisement in the Show Issue tells 
your whole story. Your customers and 
prospects will want to know where 
you are and what you are exhibiting. 


After the Show, they'll refer to the 
Show Issue for those products which 
are on their “must investigate” list. 
Send your space reservations now. 


BEW YORK, 521 FIFTH AVE., 
MURRAY HILL 2-1928-9, 
ROBERT M. PRICE, FRANK TAYLOR. 


 +GHICAGO, 134 8. LA SALLE ST., 


FRANKLIN 2-8643-4, 


_ REX SMITH, DAVE RYDEN. 


© 
 %Z%OS ANGELES, 4710 CRENSHAW BLVD., 
AXMINSTER 2-9601, 


JUSTIN HANNON. 


DETROIT, 450 W. FORT ST., 
WOODWARD 2-0924, 


ALLEN SCHILDHAMMER, CHARLES POKORNY. 
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Ari Seeks Better Industry Performance 


(Continued from Page 1, Col. 5) 


dential warm air heater” sec- 
tion of the industry is “recog- 
nition of the increasing breadth 
of ARI to encompass all func- 
tions of air conditioning, includ- 
ing both cooling and heating” 
in the words of Ray Serfass, 
manager of the Westinghouse 
Air Conditioning Div., and re- 
tiring ARI president. He also 
mentioned that officers had de- 
voted considerable effort to the 
objective of “consolidation with 
other trade associations in 
recognition of the values it 
would bring to our industry if 


we had a_ single dominant 
voice.” 

At the same time, Serfass 
pointed out, there has been 


greater emphasis placed on re- 
frigeration activities, testimony 
to which was the election of six 
vice presidents, one of which 


phasizing the mechanics train- 
ing program, the certification 
program, and the excise tax 
situation in particular. He also 
pointed to the successful sale of 
space for the 12th ARI Exposi- 
tion (to be held Feb. 12-15, 1962 
in Los Angeles) and asked for 
continued support of this event. 

With reference to the training 
program, it was pointed out 
that the ARI budget for 1962 
includes a training program al- 
lowance for installation and 
service personnel. The exact 
nature of the expanded pro- 
gram has not been announced, 
but it is expected that part of it 
will follow the form of the 
model program started in 1960 
at Central Technical High 
school in Syracuse, N. Y. 

This program embodied the 
incorporation of special instruc- 
tion for high school students 
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during school hours with in- 
struction by a full-time school 
system instructor; and an ex- 
tension course conducted by 
representatives of manufactur- 
ers during evening hours for 
industry personnel who want to 
advance their knowledge. 


Certification Program 

Promotion plans for the Cer- 
tification Program will call for 
emphasis on the development of 
case history studies on how the 
national new-house trend to- 
wards use of central air condi- 
tioning is, in effect, making it 
a new status symbol. Also, to 
promote the importance of the 
Certification Program in the 
commercial market, a plan is 
under way to develop interviews 
with selected air conditioning 
dealers to provide case-history 
data on consumer use of certi- 
ed equipment in the commer- 
cial market. 

While the attitude of manu- 


facturers attending ARI’s meet- 
ing was generally optimistic 
insofar as sales are concerned 
(reflecting particularly the good 
pickup in business experience 
by most in the third quarter) 
the problem of making a satis- 
factory profit continues to 
plague the producers. As retir- 
ing president Ray  Serfass 
pointed out: 


Units Up, Dollars Down 


“Under the pressures of a 
declining national economy and 
the creation of inventories be- 
yond the absorption rate, our 
industry in the aggregate is 
very likely to be less profitable 
in 1961 than in prior years. It 
is very true that for the first 
half of 1961 the number of 
units shipped increased by 8%, 
but further examination of the 
data reveals that the dollars of 
sales declined by 214% for the 
industry.” 

In the program of formal 


talks, speakers who touched on 
industry matters included M. H. 
“Bud” Stern, Lennox Industries, 
Inc., who spoke on “ARI’s 
Newest Product Section—Warm 
Air Heating’; Arthur S. Gold- 
man House &€ Home magazine, 
who reported on “The National 
Significance of the Wilmington 
Air Conditioning Experiment”; 
and George F. Taubeneck, pub- 
lisher, AIR CONDITIONING, HEAT- 
ING & REFRIGERATION NEws. A 
report on some of these will be 
published in future issues. 


Pennsalt Names Ward 


PHILADELPHIA—E. Smed- 
ley Ward, Jr., has been named 
New York district manager for 
the Isotron Dept. of Pennsalt 
Chemicals Corp. 

For the past two years, Ward 
has served as sales representa- 
tive for Isotron products in the 
New York territory. 


will be responsible for the re- 
frigeration activities of ARI. 
Another important activity is 
in the realm of taxes, Serfass 
pointing out that ‘a most com- 
mendable effort has been made 


See story on ARI election and 
picture of new officers on page 
17. 


by your association and by in- 
dividual members of our indus- 
try to see that the excise tax 
provisions are kept within the 
original intent of the law.” 

It was reported at the meet- 
ing that no final resolution has 
been made of the problem 
created by the Internal Revenue 
Service’s interpretation of the 
room air conditioner excise tax, 
which would make it applicable 
to all self-contained air condi- 
tioners, regardless of size or ap- 
plication. It is understood that 
a special committee from the 
Unitary Air Conditioner Sec- 
tion is working on a brief 
which would establish some 
precise definitions through 
which an interpretation could 
be developed to limit the levy- 
ing of the tax on room units 
only, as was the intent of the 
original law. 


Consolidation? 


With respect to consolidation 
with other trade associations, 
Serfass reported that “ARI offi- 
cers have devoted a great deal 
of time to this objective in 
recognition of the values it 
would bring to our industry if 
we had a single dominant voice. 
Meeting upon meeting has been 
held with other associations in 
an attempt to achieve reality in 
this area, perhaps one of the 
most important areas and con- 
tributions that could be made 
to our industry. 

“If our forefathers of the 
Revolutionary Days could toler- 
ate the problems confronting 
them for 20 years or more, it is 
perhaps not too much to ask of 
ourselves that we tolerate the 
lack of union in our industry 
for several years more. Indeed, 
consolidation may take place in 
less than a year with at least 
one trade association, but to 
collect many of the splinter 
groups may require two to 
three years.” 

In taking over as president of 
ARI for the coming year, Rus- 
sell Gray, president of Carrier 
Air Conditioning Co., discussed 
briefly the long-range objec- 
tives of the association, em- 
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New ‘“Brunner-Pack” 


rack-mounted condensing 


units are the modern approach to a neat, space 
saving machine room. 

Available in all types—air cooled, air-and-water 
cooled, water cooled, and for operation with remote 
condenser system 4 through 714 H.P.—units offer 
these advantages: 


FLOOR SPACE SAVINGS—Two complete con- 
densing units require only the square foot space of 
one unit. Two condensing units mounted on onerack 
for ease in placing. No special rigging required. 
Racks may be bolted together—in line. 


EASE IN INSTALLATION—Each component is read- 
ily accessible . . . easy to instal! . . . easy to inspect 
... easy to maintain. . . easy to service. 
COMPLETE PACKAGE—Each condensing unit is 
complete, mass produced, factory tested with: 


Base 
Fans & Motors 


Tubing & Fittings 


Receiver 


Controls Valves—Water 

Motor— Regulating 
Compressor Compressor 

Condenser Spring Mounts 


Each condensing unit has its own Electric Control 
Panel. 


literature and name of 


—— 
QQ90 -+ 


Write for “Brunner-Pack” 


nearby sales representative. 


WEST HARTFORD 


SALES OFFICES LOCATED IN 


| 


DUNKAM,;BUSH 


DUNHAM-BUSH, INC. 


10, CONNECTICUT, U.S.A. 


PRINCIPAL CITIES 
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